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HOW MUCH NOISE 


is hammering against this man’s 


eardrums? Finding out is the 
first step towards preventing 
deafness and other, more imme- 
diate injuries. You'll be sur- 
prised at the harm noise can do. 
Full details start on page 18. 
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Mr. SAFETY ENGINEER 


Will you assist in a research program to 
obtain data on the proper sole to wear 
on a particular job? If so, let us know 
of any condition that is wrecking shoe 
soles or where footing is hazardous. 
We will cooperate with you, at no cost 
to your company, in determining what 
type of sole will be the safest and 
wear the longest. 
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NEO-CORD 


A fine cord and neoprene sole that 
is resistant to oil, grease, gasoline, 
acids, caustics and heat. Cord con- 
struction gives NEO-CORDS a 
high non-slip efficiency for the life 
of the sole. 


asa fly (almost) 


Each of the four soles shown, will REDUC! 
ACCIDENTS caused by slipping, and give extr: 
long wear. Nearly all safety and work shoe manu 










facturers supply footwear with these soles. 


NEO-CORK 


An outstanding cork and neoprene 
sole that gives long non-slip wear. 
NEO-CORKS resist gasoline, oil, 
grease, acids and caustics. They 
won't pick up metal chips, are 
waterproof and cushion the feet. 





GRO-CORK 


The finest cork and rubber sole. 
They are lightweight, waterproof 
and very slip-resistant. GRO- 
CORK soles won’t pick up metal 
chips, they protect the feet from 
heat or cold, and are soft to walk 
on. 


GRO-CORD 


This remarkable sole, with its cord- 


on-end construction, affords non- 
slip footing and extra long wear. 
GRO-CORD soles should not be 
worn where grease, oil or gasoline 


saturates the footing. 


GRO-CORD RUBBER CO., Lima, Ohio 


Canadien Pion GRO-CORD RUBBER CO. of CANADA LTD., Tillsonburg, Ontario 





Circle No. 1 on reader service card for more information. 





STEEL TOE, ASA APPROVED, ~~ 
TWO-TONED BROWN AND TAN 


PERFORATED 


No. 1457 
bs Perforated and ideal for 
SA FE T y SHOE warm weather wear and all 
year ‘round inside work. Ist Quality 
NEW PLASTIC LINING Oak Leather Soles with Rubber Heels. Corru- 
UNDER TOE CAPS! gated Steel Arch and Sponge Rubber Heel Pad 
Impervious to foot acids and for added comfort. 


perspiration. Cuts down 
excessive sock wear! 


No. 1455 


Woven Vamp, Blucher construction for 
those “hard-to-fit” feet. Ist Quality 
Oak Leather Soles with Rubber 
Heels. Steel Toe, ASA ap- 
proved. Steel Arch and 

' Sponge Rubber Heel Pad. 


eae INTHE | AFTER 


PLANT ~ HOURS | 


*"JOB-PROVED” RICO SAFETY 

SHOES are outstanding in 

QUALITY + SERVICE + STYLE 

Constructed of the finest upper 

leathers, flexible for comfort, 

yet rugged for work in the plant 

i - and styled for use after hours. 
RECORD INDUSTRIAL COMPANY Dept. OC Pe ‘or ake ale WWE oe 
3301 ARCH ST., PHILA. 4, PA. : : age 

| |} Please send for FREE copy of "SAFETY SHOES FOR 

__ EVERY JOB IN INDUSTRY" 
| 





Have Representative Call 


na RECORD INDUSTRIAL COMPANY 


| we rae 3301 ARCH STREET + PHILADELPHIA 4, PA. 
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NEW SCRUBBER -VAC 


FOR SMALL-AREA FACTORIES 







Volu 

@ Specially designed for buildings with 2,000 to 15,000 
sq. ft. of floor space Oc 
The 


@ Applies the cleanser, scrubs, rinses, and picks up in 
ONE operation 


@ Aliso handles the dry work — steel-wooling, polishing, 
et cetera 


@ Can be leased or purchased (leasing budgets 
cleaning expense) 


Now the labor-saving advantages of combination- 
machine-scrubbing are available to small as well as 
larger factories. The new 418P Finnell Scrubber- 
Vac, for small-area buildings with 2,000 to 15,000 

sq. ft. of floor space, cleans floors in approximately Add 

one - third the time required with a conventional 15 

or 18-inch scrubber- polisher using separate equip- 

ment for picking up. A Finnell Scrubber-Vac speeds - 
cleaning by handling four operations in one! It applies 

the cleanser, scrubs, rinses if required, and picks up (damp-dries 

the floor) — all in a single operation. 





Of narrow design, the new 418P Scrubber-Vac also meets the need in 
larger factories for a combination machine that can be used in congested 
areas and narrow aisles. And all the refinements of Finnell’s larger com- 
binatipn machines are embodied in this smaller unit (18-inch brush ring). 
Has new type of water valve that assures uniform flow of water . . . power- 
ful vacuum for efficient pickup (performs quietly) . . . a Finnell-developed 








trouble-free clutch . . . self-winding cable reel . . . improved waterproof 

wiring and minimum electrical connections, simplifying the cleaning of Occut 
the machine ...G. E. Motors and Timken Bearings. The machine — 
is self-propelled—operator merely guides it. Supplied with or Wms 
without powder dispenser. Incidentally, it’s good to know that TION | 
when you choose Finnell Equipment, a Finnell man is readily oat 
SEE IT IN ACTION ON available to help train your maintenance operators in its Cireu 
YOUR OWN FLOORS! Peaper em, — 
Find out what you would save with a One’ 

Finnell Scrubber-Vac. Finnell makes : 
several models and sizes. For demon- Cana 
stration, consultation, or literature Fouel 
; . Sing] 


phone or write nearest Finnell Branch 

or Finnell System, Inc., 3503 East iiiaas SUSTEM iis re 
Street, Elkhart, Indiana. Branch Offices f 

in all principal cities of the United Pioneers and Specialists on PRINCIPAL 
States and Canada. FLOOR-MAINTENANCE EQUIPMENT AND SUPPLIES CITIES 
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Views a MAY-TEST SAFETY 


STYLE, COMFORT, QUALITY 


H712-2 

Brown Kip Medal- 
lion Tip Blucher 
Oxford, Weather- 
wear Sole, Half 


Rubber Heel. 
H776 


Brown Glove Plain 
Toe Blucher with 
Safe-eze One Piece 
Quarter, and Slant- 
eze Top, Neocork 
Sole and Heel. 


<4 


H701 

Brown Glove Moc- 
casin Type Bluch- 
er Oxford, Resist- 
Oil Sole and Heel. 


H722-4 

Brown Glove Lace- 
to-Toe Blucher 
with Slant-eze Top, 
Resist-Oil Outsole, 
Leather Midsole, 
Resist-Oil Heel. 


Write for Catalog 





SHOE for Every Jol 


pv PROTECTION 


H809 
Brown Elk Finish 
Ghillie Tie Oxford, 
Vitalized Leather 
Sole, 12/8 Leather 
Rubber Top Piece 


Heel. H806 


Brown and White 
Saddle Oxford, 
Vitalized Leather 
Sole, 8/8 Leather 
Rubber Top Piece 
Heel. 


H803 

Brown Elk Strap 

Pump, Vitalized 

Leather Sole, 8/8 

Leather Rubber 
Top Piece Heel. 


Brown Elk Finish 
Moccasin Type 
Oxford, Vitalized 
Leather Sole, 8/8 
leather Rubber 
Top Piece Heel. 





.«« lnsure Workers’ Feet in Sure Protection 


Hyco SAFETY SHOES 
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*, the Kellogg Company 
of Battle Creek, Mich., this Pangborn Dust 
Control system salvages 35 tons of valuable dust per day. 
Collected from the corn mill and the Gro-Pup building , the dust is 


valued at $40 a ton... building a profit of $1400 a day for Kellogg! 












Here’s how Pangborn makes Dust 
Control profitable for industry! 


Pangborn Dust Collectors make low-cost 
dust control possible. As this cutaway 
shows, type “CH” Collectors are compact, 
offer maximum filtering area in a given 
size. Filter life is prolonged because dust- 
laden air passes through collector at low 
velocity. Efficiency is extremely high; in 
fact, clean exhausted air can often be re- 
turned direct to plant. 











Rae a 




















FIND OUT how Pangborn Dust Control turns dust into profits. Write 
for a copy of Bulletin 909A to: PANGBORN CORPORATION, 3800 
Pangborn Blvyd., Hagerstown, Maryland. 

Look to Pangborn for the latest developments 
in Dust Control and Blast Cleaning Equipment 











THE DUST HOG 
from stealing profits with 


angborn 


DUST CONTROL 














Circle No. 5 on reader service card for more information. 


What’s on your mind? To share 
your opinions with other safety 
men, drop us a line. We’ll print 
all that space permits. 


Window Cleaner 


Editor, 

Please send me literature on the 
acid solution used to clean windows 
by the Wagner Electric Co., as illus- 
trated in your issue of December, 
1950 (page 38). 

John Land 
Maintenance Superintendent 
Aeronca Mfg. Corp. 
Middletown, Ohio 


e We'll have to pass the buck on 
this one, Mr. Land. You can prob- 
ably identify the cleaning solution 
by asking E. G. Holtzman, manager 
of Wagner’s safety and medical de- 
partment. His address: 6400 Ply- 
mouth Ave., St. Louis 14, Mo. Start- 
ing with this issue, you will find key 
numbers under many editorial 
photos. They are intended to facili- 
tate getting information on just such 
items as this. Simply circle the cor- 
responding number on the Reader 
Service Card, and we will dig up the 
dope for you. 


Blasts SQC Article 


Editor, 

With reference to the article, “A 
Brand New Accident Analysis Me- 
thod” (O.H., Nov. ’50) I wish to call 
attention to several factors ... The 
statistical quality control method is 
valuable primarily because it en- 
ables a producer to obtain highly 
reliable estimates of overall quality 

. by checking “samples” which 
constitute only a fraction of his out- 
put. No such problem confronts the 
accident statistician because the en- 
tire output is inspected for “defects.” 
That is, the accidents of every week, 
month or other period are counted. 
Since we do not rely on samples for 
obtaining information concerning 
the number of accidents that occur, 
the use of an SQC chart in connec- 
tion with such data is like determ- 
ining the weight of a very irregular 
object by making measurements, 
computing its volume and then mul- 
tiplying the volume so obtained by 
the approximate specific gravity of 

Continued on page 12 
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AMERICA’S LARGEST LINE OF 
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my DRY CHEMICAL FIRE EQUIPMENT! 


ONLY | ply | t 
[-] 
Y oF 


-1 FERS... 


the 
WS 


) Fast Acting, Highly Effective Dry 
: Ea Chemical Fire Extinguishers From 








A LEADER IN DESIGN 
NEW RECHARGE CYLINDER 
AND ENGINEERING MAKES PRESSURIZING EASY! 








A 
1 Safety First, a leader in design and engineer- sities andhataiataiiall 
e ing of fire fighting equipment, still leads the Leal am tee on gunna 
ic ° . . My technical 
. field with the largest, most versatile line of : reas knowledge is (QNDE 
i= ° ° ° a ded. wv 
4 fast-acting, highly effective Hand Portable © When cylin: | amomen ( | 
. 1: . . . wre der is ex- eytnder 
y Dry Chemical Fire Extinguishers! This com- rm , pended re. 
y 8 
h ¢ 3 . : turn to your Safe-T-Meter 
plete line of 9 powerful, sturdily-built sizes dealer for replacement 
fs ranging from 2)4 to 30 lbs., offers an extin- 


guisher for any price or need. Available in 
the regular industrial type or the revolution- 


‘ ary pressurized Safe-T-Meter model with the 
r exclusive visual gauge for on-the-spot inspec- 


tion. 
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COMFORTABLE, HEAVY-DUTY AO GLOVES! 


Where back of hand protection is not needed, AO 
5X264 and 5X284 gloves can be real money-savers. 
Cotton fleece backs not only reduce the cost but add flexi- 
bility and comfort. 

Both gloves are real heavy-duty types with heavier 
leather in the palm or work area and steel sewed seams. 
Leather palm extends over the heel of the hand, thus 
eliminating an uncomfortable bib patch while affording 
equal protection. 


Other features of both gloves include absence of 
seams around index finger . . . a heavy, reinforcing 


steel stapled strap around thumb crotch which reduces 
wear at a vulnerable point . . . heavyweight safety duck 
cuffs with heavy tape binding and elastic on back for 
snug fit. 

Ask your AO Safety Products Representative for the 
5X284 if you prefer seams on the back of the fingers 
rather than on the face, as in the 5X264. Costs are 
— low and the leather of both gloves is chrome 
tanned cowhide. 


American &@ Optical 


SAFETY PRODUCTS DIVISION 





SOUTHBRIDGE, MASSACHUSETTS @¢ BRANCHES IN PRINCIPAL CITIES 
Circle No. 7 on reader service card for more information. 
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Now, Thom McAn’s new line of 

Mastercraft Safety Shoes is expanded 

to include these four newest, sure-to-please styles. 
Here’s top-quality, street-shoe styling by America’s 
largest maker-seller of men’s shoes, bearing the 
name men know best~Thom McAn! It’s the 
handsome styling that men demand with 

their protection, in the safety shoe men 

wear willingly. Help keep safety 

records safe—make Thom 

McAn Safety Shoes 


available to your men. 


SOLD 2 WAYS 


Stocked for your men in 
Thom McAn stores. 


Sold direct to plants. 


Details of this service, plus information on the 
4-way employee purchase plan, and the Thom 
McAn safety shoe features, should all be on your 
desk. Just write us and we'll see that they get there. 


THOM MCAN SAFETY SHOE DIVISION 
25 West 43rd Street, New York 18, N. Y. 


Circle No. 8 on reader service card for more information. 


S-4380 — Comfortable blu- 
cher in cordovan color. 
Fully leather lined. New 
“Winguard 400” steel 
safety toe box. Extra heavy 
leather sole. Rubber heel. 


A DIVISION OF MELVILLE SHOE CORPORATION 


S-4270—New wingtip in 
smooth mahogany color. 
New “Winguard 400” 
safety toe box. Fully 
leather lined. Leath- 

er sole, rubber heel. 


S-4276—Dress oxford in 
mahogany brown. Fully 
leather lined. New “Win- 
guard 400” steel safety toe 
box. Extra heavy leather 
sole. Rubber heel. 


S-4369 — Dress oxford in 
cordovan color. Fully 
leather lined. New “Win- 
guard 400” steel safety toe 
box. Heavy leather sole. 
Rubber heel. 
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When eye 


SAVERS stand guard ! 


Light, attractive and safe . . . Watchemoket’s D-LUX goggle 


gives sure eye protection. 


For more information call your local distributor or write direct. 


IN CANADA e¢ LEVITT-SAFETY LIMITED, TORONTO 12, MONTREAL 1 
Circle No. 9 on reader service card for more information 


WATCHEMOKET OPTICAL CO., INC. 


PROVIDENCE « RHODE 1SLANOD 
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Your Visitor's Eves Are Sale... 


when 2YO 


savers Stand guard! 


Light, attractive and safe 

Watchemoket’s METHASPEC goggle 
gives sure eye protection. 
For more information call your 


local distributor or write direct. 


WATCHEMOHET OPTICAL CO., INC. Gye 


PROVIDENCE * RHODE ee ee, $ RS 


IN CANADA @¢ LEVITT-SAFETY LIMITED, TORONTO 12, MONTREAL 1 
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BETTER 
HEAT-SHIELD 
PROTECTION 











‘ 


‘ oles feeletr acs 
hermitel tinguishing 


“PLUS-FIFTY” 
DRY CHEMICAL 

IS MORE DEPENDABLE i , 
al-WAYS! 


ANSUL 


CHEMICAL COMPANY 
FIRE EXTINGUISHER DIVISION 


MARINETTE » WISCONSIN 


DISTRIBUTORS 
OM ALL PRINCIPAL CITIES IN THE 


HSAs CANADA AND OTHER COUNTRIES Taig TRADE MARK ASSURES YOU OF QUALITY PROBE 
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Continued from page 6 


the object. 

Assuming that the SQC method 
could give desirable information not 
otherwise available, such informa- 
tion, based on the procedure de 
scribed, . . . would be completel) 
unreliable; because the procedur: 
given by the author does not, except 
possibly by chance, conform to the 
statistical method on which it is 
said to be based... 


...A simple chart showing a run- 
ning average that covers—say ten 
weeks, would be more practical, 
more reliable, more significant, and 
above all—would give notice of an 
important change at least as soon 
as, and usually at a much earlier 
date than an SQC chart could pos- 
sibly indicate it. 

The comparisons between what 
the frequency chart shows and what 
the SQC chart shows .. . have no 
foundation in fact, because: 1) the 
charts do not represent frequencies 
of the same kinds of occurences. The 
frequency chart includes only lost- 
time accidents . . . The SQC chart 
includes a total of about 416 injuries 
...2) The relative number of cases 
involved likewise invalidates the 
conclusions cited in the article. 3) 
The frequency chart is computed on 
a monthly basis and the SQC chart 
on a weekly basis... If the SQC 
chart is changed to a monthly basis, 
not one of the rates will be as high 
as the limit shown on the published 
chart. 4) The author did not even 
use his recommended formula for 
determining the limits in the SQC 
chart ... If the upper limit is put 
where the author’s instructions say 
it should be not a single point of 
the 1950 injury rate will even reach 
the UCL. 

There are several more errors and 
inconsistencies .. . but I believe that 
enough have been mentioned to in- 
dicate that the author is somewhat 
off the beam ... , that he tries to 
apply a basically sound statistical 
method to a problem to which it is 
not applicable; uses a corrupted ver- 
sion of the basic method that is in 
complete violation of the fundamen- 
tal principles of that method, makes 
such ... errors in the all-important 
formula which he proposes, that the 
sit—“indicated” by his SQC chart 
is just the opposite of that indicated 
by a similar chart based on the cor- 
rect use of the same formula... 

E. J. Bunker 


Maryland Casualty Co. 
Baltimore, Md. 
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LEATHER TOE LINING 


ends torn socks! 
e insulates against heat or cold! 


e can't rub or chafe toes! 


NEW YORK SAFETY SHOW @ Booth No. 16 @ Hotel Statler @ April 3-6 
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Stock No. 1613 


“Why buy two 


when one will do?”’ 


Stock No 
tens of thousands of industrial 
employees have discovered that the 
new Lehigh Safety Shoes are just as 
smart as the best dress shoes. That 
means an important economy to the 
workman... a better foot safety 
record for the plant. This is the thinking 
that is putting more pairs of Lehigh 
Safety Shoes on men and women in 
industry than ever before in history. See 
us about putting it to work in your plant. 


Stock No. 1615 
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COMFORT 
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... for Greater 





CESCO 


Safety Goggles 











made in 
EXCLUSIVE 

EYE SIZES COMFORT-BRIDGE 
The patented CESCO 

B R § DG E Sl Z E § COMFORT-BRIDGE is a re- 


placeable unit. It distrib- 


TO FIT EVERY WORKER AND GUE TEN chaile weight 
EVERY WORKING CONDITION resi pecce the nose fee 


‘‘floating’’ fit. Seals nose 
area for full protection. 





(ee <9 


You can rely on CESCO if 


No. 380 Wire-Mesh Side Shield 
Comfort-Bridge Goggles. Also avail- 
able with clear plastic or leather- 


padded side-shields. 














Safety Goggles for: 





* Impact resistance 

* Shock-proof durable construction 
* Correct fit 

*% Good looking, modern design No. 37! adi atti 
plastic frame Goggles. 


* Simple lens replacement 


for Information about CESCO's complete line 
of Safety Goggles see your CESCO distributor 
or write... 





CHICAGO EYE SHIELD ¢ 


OFFICES IN: Atlanta, Birmingham, Boston, Buffalo, Cincinnati, Cleveland, Columbus, Detroit, East Orange, 
Houston, Los Angeles, Montreal, Philadelphia, Pittsburgh, Seattle, St. Louis, St. Paul, Toledo, Tulsa 


Circle No. 13 on reader service card for more information. 
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New York 
Safety Show 


e When: April 3 through April 6, 1951 


e Where: Statler & Governor Clinton Hotels 


YOU’LL MEET more than 200 
safety experts who will pres- 
ent the latest accident-preven- 


will devote a meeting to the problem of transporting 
gasoline under aerial attack. Latest techniques in acci- 
dent prevention and methods of safety education will be 


tion techniques to the 53 presented in all sessions. Regardless what your indus- 
different sessions being plan- try, you’re bound to pick up some useful information at 
ned for greater New York’s the conferences. 
21st annual Safety Convention 
and Exposition. The four-day 
conference covers the reduc- 
tion of all accident types; but this year special emphasis 
will be placed on the timely problems of civil defense. equipment and facilities at the 
An expected attendance of 12,000 safety men will convention’s hub—the exposition 
get practical help on safety subjects from papers to be hall on the 18th floor of New 
delivered by authorities who come from most of the = York’s Hotel Statler. There you 
states in the union. Far from being a strictly local will find the physical aids to in- 
affair, the New York meeting, while sponsored by the strument the know-how that you 
Greater New York Safety Council, will have the back- will pick up at the conference ses- 
ing of 62 national and local cooperating agencies, in- sions. Representatives of the exhibiting firms will be 
on hand to give assistance in solving your particular 
safety problem. Here is a list of the companies which 
will have displays at the show: time spent at the ex- 
hibits will be well invested. 


YOU'LL SEE the newest devel- 
opments in safety and first-aid 


cluding the armed forces. 

Many of the sessions will concern themselves with 
the problems arising from the possibility of attack upon 
American cities. The petroleum industry, for instance, 


SEE THESE EXIBITS AT THE NEW YORK SAFETY SHOW 


Exhibitor Booth 
JUNKIN SAFETY APPLIANCE CoO.... 
Klear-Vu Products Co. 

LEGGE CO., WALTER G. ......... 

LEHIGH SAFETY SHOE CO. .... 

Lightfoot Schultz Co. 

McAN, THOM SAFETY SHOE DIV., 
Melville Shoe Corp. 

McDermott Corp., Julian A. 

Mercantile Uniforms, Inc. 

Metropolitan Life Ins. Co. 

MILBURN CO. c 

Miller Products Co. Ine. a 

MINE SAFETY APPLIANCES co. 

Modern Glass Processing Corp. 


Exhibitor Booth 


DAVIS EMERGENCY EQUIP. CO...65, 66 
DOCKSON CORPORATION ... <a 
Eagle-Pitcher Sales Co. .............90, 91 
Earle Optical Co., Henry .... ees: 
Embosograph Corp. of America ; 49 
Franklin Industries . ; 92 
Guardian Safety Equip. Co. ve ‘ 112 
Halperin Co., A. E. ..... , iets ae 
Hewson Co., John A : oveee 
HOFFMAN ENGINEERING co 78 
Hollingshead Corp., R.M. 

Hygiene Research, Inc. 

HY-TEST SAFETY SHOES 
INDUSTRIAL GLOVES CO. 

Industrial Maintenance Co. 

Insto Gas Corp. ; 
IRON AGE DIV., H. Childs & Co. . 
Jones & Company 


Exhibitor Booth 
Aetna Casualty & Surety Co. 
American Abrasive Metals Co. 
AMERICAN OPTICAL CO 
ANSUL CHEMICAL CO. 
AWARD INCENTIVES, INC. 
Bashlin Co., W. M. 

BAUSCH & LOMB OPTICAL CO 
Best’s Safety Publications: 
Brabrook Co., A. N. 

BRADY COMPANY, 

Breck, Inc., John H 

Buhrke Co., R.H. 

Chemical Corporation ; 
Chemical Service of Baltimore 
Chemical Specialties, Inc. 
Chesebro Whitman Co. 
COLUMBUS GLOVE MFG. CO. 
C-O Two Fire Equipment Co. 





You’ll Find Additional 
Show Information on page 41 
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In answer to many letters 


like this one... 





... O.H. reveals the 


little known facts about noise 


OISE is such a common annoyance that, like bad 
N weather, it is usually one of those things that safety 
men grumble about, but shrug their shoulders and learn 
to live with. Unlike weather though, a lot can be done 
to cut down the amount of damage caused by excessive 
racket. And make no mistake: noise does very real 
damage to men and to production efficiency. It is just as 
surely an industrial hazard as are toxic fumes and dust. 
So far, most of the studies and resultant writings on the 
subject have been on the academic side; and not many 
plants have started organized noise-reduction programs. 
If you think that such programs can’t be valuable or 
aren’t justified—take a good look at these facts: 


What Damage Does Noise Do? 


It causes deafness. One study made of 35 workers in 
the drop-hammer department of a steel fabricating 
company showed every man to have a measurable 
hearing deficiency. The degree of deafness varied be- 
tween 15% and 70%, depending on the length and in- 
tensity of exposure, and the susceptibility of the indiv- 
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HEARING ABILITY is checked at Chrysler Corp. Wh: 
the same kind of accident-preventing data that 
Circle No. 201 on reader service card for more infor 






: 


run on 
ations < 


Decibelre 


idual. One authority states that such nerve deafness 
(damage to the innermost part of the ear where the 
nerve of hearing ends) is permanent—no method of re- 
pairing the injury is known, 


Bw Costly? 202 compensated deafness cases were closed 
in New York in 1948. Payments totaled $272,072. There 
is a ticklish legal problem on the compensation. Very 
often, the deafness is not disabling on a man’s present 
job. If he should apply for another one, the hearing 
deficiency might be a drawbacx—and thus compensable. 

One plant’s management figures that if they had to 
pay compensation on all of the deafness cases—more 
than 300—in their shops, they would have to close down; 
because they could not compete with concerns which 
have no deafness problem. 


Noise induces fatigue too. The number of compensation 
claims that originate from excessive noise do not begin 
to give a complete picture of its danger. Noise accel- 
erates fatigue, slows reflexes and builds up nervous 
tension: a perfect setting for accidents. 
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NOISE IMPACT is measured on the job, telling the inspector the amount and kind of noise t 
which each worker is exposed. Too much increases fatigue, may cause deafness in time 


Circle No. 202 on reader service card for more information 


How Much Noise Is Harmful? 


Measurement of noise’s disturbing effect is far from 
standardized. In fact, there are no set levels for the 
amount of damage a given level of noise will produce. 
This is due partly to the fact that individuals vary in 
their susceptibility to noise, partly because a noise is 
difficult to measure exactly and to relate to other noises. 


Noise is made of two measurable qualities: loudness— 
measured in decibels; and pitch—measured in cycles 
per second and spoken of as frequency. These two fac- 
tors are interdependent, each varying in proportion to 
the other. This means that a 1,000 cycle tone having an 
intensity of 20 decibels sounds just as loud as a 100 cycle 
note having an intensity of nearly 60 decibels. From 
this, it is evident that noise measurement can be a pretty 
complicated thing. 


To cut away the technicalities and get an idea of the 
amount of noise in various common surroundings: 

e The threshold of hearing is 0 decibels 

e A whisper registers about 20 decibels 

e The average public building is about 50 decibels 
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e A nosy street corner, about 80 decibels 
e Punch presses register between 95 and 110 decibels 
e Drop hammers, as high as 130 decibels 


Noise limits, like speed limits, may be definitely set one 
day. At present, authorities seem to agree that noise 
above 90 decibels is dangerous. Pitch enters into the 
problem too: high tones are more disturbing than low 
ones; and when hearing starts to fade, ability to detect 
high tones is affected first. Other factors, such as in- 
dividual susceptibility, whether the sound is continuous 
or explosive, and length of exposure to it, influence the 
degree of deafness which may be produced. 


Ways To Reduce The Noise Hazard 


Eliminate the noise. Vibrations produced by machin- 
ery are transmitted through structural members of the 
building. Such noises are usually of low pitch—often 
lower than the ear can detect—but they can be felt. The 
use of vibration-absorbing materials and mountings will 
lessen worker fatigue and save wear-and-tear on ma- 
chines as well. 


Continued on next page 
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THESE ARE THE STEPS TO TAKE 





... to cut down plant noise 


1 Make a survey of noisy areas and find out just 
how big the problem really is. An acoustical con- 
sultant can be a big help in this important pre- 
liminary step. 


2 Mount noisy machinery on vibration-reducing foot- 
ings and check it over to eliminate operational 
racket wherever possible. Noise is wasted en- 
ergy: good maintenance practices will help 
reduce needless disturbance. New machines are 
designed to run more quietly than were the old- 
timers: modernization of equipment will tone 
down the shop a lot. 


3 Where the noise cannot be eliminated, it can prob- 
ably be shut off—or, at least reduced measur- 
ably—by proper sound-proofing. Acoustical boards 
in the ceiling, walls and structural pillars will 
absorb a lot of the din. Shields placed right near 


the noise source will soak up even more. 





4 Install sound-proof booths in constantly noisy areas, 
so that conversations can be carried on in rea- 


sonable comfort. These little shelters will help 
foremen and supervisors keep in touch with their 
men without writing out instructions or going 
through pantomimes. 


5 Put snubbers on noisy exhausts. 


... to give protection from noise 


1 Make hearing tests part of regular pre-placement 
examinations. This protects the company from 
later fraudulent claims and aids in job assign- 
ment. 


2 Provide ear plugs to cut down the noise that 
reaches the ear. 


3 Recheck the hearing of new men in noisy locations 
at frequent intervals for the first months after 
they start. Hearing impairment can be caught 
before serious, permanent damage is done and 
the susceptible workers moved out of harm’s way. 








DECIBELS ARE COSTING YOU DOLLARS 


Continued 


Airborne noises, the continuous hum of motors and 
the explosive impact of moving parts, can best be ap- 
proached by adjustments to make machinery operate 
more quietly. Proper maintenance is an important 
factor. Old equipment usually causes more trouble than 
new. 


Enclose or isolate noises that cannot be reduced. Punch 
presses, engine test blocks and similar equipment can be 
shut off with compliant or perforated acoustical materi- 
als which soak up, rather than reflect noise. While the 
low frequency sounds are difficult to absorb without 
heavy construction, the more troublesome high tones 
can be effectively reduced in this manner. Panels placed 
in ceilings, walls and pillars, or strategically located 
near the noise source, can cut loudness to half or less of 
its original strength. 


Protect workers’ ears by providing ear plugs. They are 
worn by men in noisy areas to reduce the impact of 
noise reaching the sensitive inner ear. They fit into the 
ear, like swimmers’ ear protectors, but instead of keep- 
ing water out, they filter out damaging noise. Ear plugs 
can drop the intensity of noise as much as 30 decibels; 
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often enabling workers to stay in areas which would 
definitely be harmful without ill effects. 


Why Hearing Tests Are Important 

Just as a number out of any group are more sensi- 
tive to skin irritations than others, so some workers 
are more susceptible to the damage done by excessive 
noise. Hearing tests, conducted as part of pre-placement 
examinations, serve to avoid assignment of men to jobs 
which invite injury. In this respect, hearing examina- 
tions are as valuable as vision tests, and can avoid trouble 
later on. The early stages of deafness caused by noise 
are identifiable by impaired hearing after exposure: 
the loss of high-tone hearing is seen much more quickly 
in noise-susceptible individuals. Tests conducted at in- 
tervals of six weeks or so for the first months after as- 
signment to work in noisy locations will enable spotting 
those men who will be injured first—and most seriously 
—and permit them to be transferred to other jobs. 


Pre-placement hearing tests can protect the company as 
well as the worker. Audiometric examination at the out- 
set gives safety and medical departments a basis for 
judging possible later compensation claims. This works 
in the same manner that regular physica] examinations 
identify other defects which are brought to the job, 
not sustained on it. 
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‘ 7 *¥ + 
ROLLER CONVEYOR table at World Publishing slides books well away from smasher. 


Metal-top half of table slows them down for take-off man. 


Circle No. 203 on reader service card for more information. 


Smash Books— 
Not Hands 


HE purpose of a book smasher is to compress print- 
Ys ed books before they are glued, trimmed and bound; 
but sometimes it smashes hands and fingers too. In fact, 
the die-stamp-like action of the press has been respon- 
sible for a number of amputations on the delivery, or 
take-off side. Here is how the machine works: 

Books that have been printed and sewn together are 
fed by hand onto the smasher’s conveyor belt, which 
carries them under the platen. Unlike a punch press, 


the compressing action is upwards—the entire platen 


and conveyor unit moving up towards the fixed upper 
platen, smashing the book to the desired thickness be- 
tween the two. The bottom platen then lowers, and the 
conveyor moves the book out to be taken off. The entire 
procedure is automatic. 

Too often the take-off man develops a rhythm that 
causes him to reach for books that have not yet cleared. 

e For example, a book stuck to the jog of the platen; 
and the operator reached for it in his normal rhythm. 
The platen amputated parts of his left middle and ring 
fingers. 

Three different publishing houses wrestled with the 
problem of preventing workers from getting their hands 
into the danger area. Their solutions are pictured here. 
U. S. Government Printing Office installed a hinged flap 
that moves in one direction only; W. B. Conkey Co. 
built a hood, which protects from the sides as well as the 
front; Herman S. Cahen of World Publishing Co. keeps 
workers entirely away from the smasher with a con- 
veyor table. 
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Three ways to 
safeguard one of the 
printing industry’s 


biggest troublemakers 


By LILLIAN STEMP 























— 





HINGED FLAP installed at Government Printing Office moves 


only away from plate 


n. Worker can’t reach under it. 



































HOOD, used by W. B. 


Conkey Co., prevents entrance of hands 


from the sides, as well as from the front. 
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A Lift On The Road Back 


More helpless than a child, 
this man seemed doomed to a life 
of permanent and total disability. 

But today, thanks to surgical 
skill and rehabilitation 

therapy, he is back at work, earn- 
ing more than before he 

was injured 


PRESS repeated; and, in a flash, the operator lost 

both hands: one minute he was a healthy man of 
46, supporting a family of three—the next, he was piti- 
fully maimed, doomed to painful convalescence and 
total permanent dependence on others. 

Such a tragic transformation has been the history 
of many an industrial accident. Fortunately, this case 
ended differently: seven months after the accident, this 
worker was back on the job, earning a higher rate than 
before his injury. In between, of course, there was a 
major project of physical and mental healing to be done; 
but it was accomplished. Here is how: 


Rehabilitation Is A Long Road 


When the surgeon’s work is done, a great deal of 
further treatment is still required before the injured 
worker can return to a job. Constant medical super- 
vision is needed to restore physical abilities and mental 
health: without the availability of occupational and 
physical therapy, the benefits of modern surgical skill 
are often nullified. 

A pioneer in the development of facilities to help 
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injured workers on the road back to useful lives is the 
Liberty Mutual Insurance Company. At its Boston re- 
habilitation center, helpless cripples are transformed 
into independent, confident men and women, equipped 
and ready to live full lives with the physical capabilities 
remaining to them. Usually, patients are admitted to the 
center on an average of seven months after injury to 
start rehabilitation treatment: therapists feel that if 
treatment could be started as soon as the patient is able 
to get up and around, the final results would be better 
and more quickly achieved. 

At the center, patients are placed on a full work- 
week schedule. And it is the toughest kind of work— 
five days of battling against infirmity to regain the use 
of muscles, nerves and limbs, putting them to new 
chores. 


66°, Of Improved Cases Return To Work 


A statistical look at more than 1800 cases treated at 
the Boston center gives an insight into the problems of 
rehabilitation. Average age of both men and women 
patients was slightly over 45. On an average, they had 
been injured some 6.7 months before arriving. Period 
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INDEPENDENCE of thought and action were encouraged to 
brighten patient’s outlook and speed adjustment. Feeding 
himself was a major victory, accomplished after practice to 
gain skillful use of his new arms 


CONTROL of delicate movements and the utilization of both 
arms on shop tasks was the peak of patient’s training. Starting 
with simple movements, he learned to use all hand tools, 
picking up new interests in the process. 


of treatment averaged 42 days—although some lasted 
much longer—at the end of which, 85% of all cases 
showed improvement. 66% of these cases were restored 
to work ability. In the treatment of amputees, an even 
better record has been made: 69% of 129 amputation 
cases have returned to work. 

Psychiatry plays a big part in restoring health. Many 
patients arrive at the center in a state of serious mental 
depression. This calls for mental, as well as physical 
rehabilitation. Exercises and various forms of physical 
therapy must be coordinated with recreational activity 
which gives a sense of. accomplishment and stimulates 
interest. In this way, renewed spirit and desire to show 
improvement accompany the actual physical return of 
strength and ability. 


The Economics of Rehabilitation 


The extent of benefits provided under various state 
compensation laws is not generally recognized—costs 
can run into hundreds of thousands of dollars. Nearly 
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COORDINATION and timing are learned by patient as part of 
a full-day program. Although hooks are dextrous and, with 
skill, can be handily used for most purposes, the lost sense of 
touch can never be restored 





CONFIDENCE restored and well able to take care of himself, 
the patient is discharged after four weeks’ training at the 
rehabilitation center. Seven months after his injury, he is 
working again at a higher rate of pay. 


half of the states authorize payments for life in the case 
of permanent total disability and nearly half provide 
payment for medical service and care indefinitely. An 
injury sustained by a young man which resulted in 
weekly payments of $30 to $35 plus medical costs of up 
to $1,000 a month would run well over a quarter of a 
million dollars in the course of 20 years. One case now 
being compensated represents an estimated ultimate loss 
of $400,000. 

e For example, the economic soundness of rehabili- 
tation programs such as Liberty Mutual’s is demon- 
strated by the case of a young lineman whose arms 
were amputated following a severe electrical burn. He 
was treated for six months, taught to handle artificial 
arms and returned to work as a line foreman in the 
record time of seven months and one week. His rehabili- 
tation will cost a total of $2,641. Without it, care during 
his lifetime would have cost an estimated $30,800. More 
important, the injured man now has a life again, instead 
of an existence. 
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AEC teaches workers 
what radiation is, 


how it acts... 
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- how safety men 
continually work 


to protect them... 


TO REDUCE 
DUST EXPOSURE 


. and how they 4 3 


must help to 


protect themselves. 





RADIATION LIKE ELECTRICITY— 





CAN BE HARMFUL _/N LARGE AMOUNT. 
SAFETY RULES MUST BE OBSERVED. 





a 
USE | 


prs VACUUM 
no) CLEANERS — 





RADIOACTIVE MATERIALS ARE CALLED - 





THOSE WHICH WE HANDLE ARE NOT VERY HOT. 


NO ONE IN THIS PLANT 
CAN GET A HARMFUL 
DOSE IN A SHORT TIME 


ENGINGERS CHECK 

€XHAUST HOODS 
AND OTHER ALL WORK CLOTHES ARE PROVIDED AND WASHED 
DUST CONTROL BY THE PLANT. 





£QUIPMENT- 





EAT IN THE LUNCH ROOM 








Circle No. 204 on reader service card for more information. 


Radiation Safety Primer 


ECAUSE of its newness to industry, the word radio- 
B active—spoken in sinister tones—is often enough to 
scare the safety shoes off normally level-headed work- 
ers and send them dashing from the plant. Since the 
hazards of radiation, like those of eating ice cream, 
depend largely on the amount taken into the body, 
Atomic Energy Commission safety men had a real 
educational job cut out for them. Not only did they 
have to find a way to snap mis- or uninformed em- 
ployees out of their shakes, but they also needed to 
reach the traditional safety sceptic—the tough guy who 
isn’t afraid of something he can’t see or feel. In short: 
they had to boil the technical verbiage away from a 
complicated subject and present workers in government 
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operated or supervised plants with facts that could 
be understood and appreciated. 


Lectures Plus Slides Were Used 

Telling workers what radiation is, how it behaves 
and what they must do about it was no small problem. 
Educational backgrounds of the workers varied as much 
as did their attitudes and preconceived notions about 
radiation. Movies or sound slide-films were not judged 
to be suitable media for this reason. Something more 
personal and more readily digestible was called for. 
The solution was a series of colored slides with very 
elementary commentaries by a lecturer. 18 by 24-inch 


Continued on page 50 
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Safety Views and News 





BAD NEWS FOR DRUNKS, whose inebriation could formerly 
seldom be established accurately, is a new portable laboratory 
called the Alcometer. In eight minutes the electrical device, 
developed by Sola Electric Co. from a technique devised at 
Yale University, determines the percentage of alcohol in the 
subject’s blood stream. It tells with absolute accuracy, wheth- 
er he is sober, happy or plastered. 


MANUFACTURERS’ APPOINTMENTS: Arne J. Oker to the advertising man- 
agership of American Optical Co., succeeding Harry C. Ray who retired 
after serving AO for 40 years ... David C. Timberlake, formerly with 
Underwriters’ Labs, to the engineering department of Ansul Chemical Co.’s 
Fire Extinguisher Division. He will specialize on design and installation of 
the company’s new automatic piped dry-chemical systems .. . to sales 
manager of Aquadyne Corp., manufacturer of industrial wetting compounds, 
Farnsworth Chapin, formerly engaged in plastics industry management. 


TWO-MINUTE PICTURES are produced by a new type camera 
developed under Signal Corps sponsorship. The 4 x 5 plates 
need no chemical processing, can be used over and over by 
merely wiping off the image. Selenium-coatings on the 
plates are sensitized by an electrical charge and the image is 
transferred to paper on finely ground powder dusted across 
the plates. 


SAFETY RECORDS HONORED: Southern Division of Gladding, McBean & Co., 
manufacturer of heavy clay products, has rolled up more than 2,600,000 
man-hours without a single lost-time accident. This passes all former 
records by a comfortable margin . . . Only three lost-time accidents among 
900 employees at Pennsylvania Transformer Co. merited a plaque from the 
Cannonsburg, Pa., manufacturer’s insurance carrier. The 12-month totals: 
1,748,478 man-hours, accident frequency—1.7, accident severity —.009 ... 
Announced as winners of the Scrap Iron & Steel Institute’s 1950 contest 
were: Iron & Steel Products, Inc., Chicago; Owosso Iron & Metal Co., 
Owosso, Michigan. Second prizes went to Abrams Metal Co., Philadelphia, 
and Williamston Parts & Metals Co., Williamston, N. C. 


OUTSTANDING ACCOMPLISHMENT in building and guiding 
Merck & Co.’s research organization in the field of human 
health and nutrition has won the 1951 medal of the Industrial 
Research Institute for Dr. Randolph T. Major. The medal, 
established six years ago for accomplishment in research 
which contributes to the public welfare, will go to Dr. Major 
for his management of the research that has helped develop 
vitamin B-12, many of the sulfa drugs and coritsone. 











CORPORATION 


3839 WABASH e DETROIT 8, MICH 





Circle No. 14 on reader service card for more information. 
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PRESENTS 


“COLS- PREM” 


A brand new, premium quality 
plastic glove coating for 1951. 
Other plastic coatings are almost 
impervious to many commonly 
used acids, caustics, chemicals, 
alkalies, detergents, oils and light 
solvents. 

*“COLS-PREM” in addition 
shows strong resistance to, and 
can be recommended for: 


@ Paint and Varnish Thinners 
@ Heavier Acid Concentrates 
(Nitric and Sulphuric) 
e Aliphatic Esters 
@ Salt and Brine 
@ Gasoline 
@ Kerosene 


TOUGHER ON ABRASION 
Get this Premium Quality Coat- 
ing. They’re only a couple cents 
more per pair. 

JOBBERS THROUGHOUT 

THE NATION 


ae 

SEE these gloves at booth No. 
86 New York City Safety Show 
Statler Hotel April 3-6, 1951. 


COLUMBUS GLOVE MFG. CO. 


1836 East Fulton Street 
COLUMBUS 9, OHIO 


Circle No. 15 on reader service card 
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Built 


for your safety and working comfort | ~ 
















U. S. Specialized Industrial Footwear has been 
developed as a result of years of working for and 
with industry. 

If you are on your feet all day, the Bar-Flex soles 


give support under the arch; they can’t sag. If 





you handle heavy loads, you'll want the safety of 
the Steel Toes. And these are only two of many 


specialized industrial features in U. S. Footwear. 





BAR-FLEX SOLES 
REALLY SAVE ARCHES 


Exclusive Bar-Flex soles are 
molded with extra bar cleats 
for solid arch support. Their 
cleated-type construction 
gives you added anti-slip 
safety down the whole 
length of your feet. 

SHORT BOOTS come in neoprene rubber to 
resist oil, grease and acids. Bar-Flex arch- 
supporting shanks, steel safety toes, Shock- 














prool ¢ ushioned Insoles. Also l'empered Rub- 
ber for general use with cleated-type soles. 


HIGH KWIK ARCTICS in all neoprene 


to resist oil, grease and acids. Your 






SPOS OBE Is ORS Tan 


choice of regular cleated type soles or 


new molded anti-skid soles. 





OOTWEAR 






@uNITED STATE SJR 


Circle No. 16 on reader service card for more information. 
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U. S. ROYAL WORK SHOES 
with steel toes, have cleated- 
type soles for safety, steel 
shanks to give your arches long 
hours of comfortable arch sup- 
port, and Shockproof Insoles. 
Also with plain toes. Tough 
lempered Rubber. 











STEEL TOES WITHSTAND 2,000 POUNDS 
Engineered like an arch, they ve saved many a 


man’s toes. Note scientific “U.S.” construction. 


LEGGIN BOOTS go over your 
shoes. Lightweight, rollable, 
they fold small to pack and 
carry. Knee or thigh lengths. 





FLEXON RUBBERS offer high-cut protection 
in tough Tempered Rubber or all neoprene 
to resist oil, grease, acids. Molded anti-slip 


soles. Easy- idjusting stretchable tops. 


U. S. ROYAL SNUGLACE BOOTS with 
steel toes, have flexible, ankle-fitting up- 
pers with lace adjustment at top. Bar-Flex 
arch-supporting shank and non-skid sole. 
Shockproof Cushioned Insoles. 





» U B.8.4,& ..& 2 4A - FW F 


ROCKEFELLER CENTER, NEW YORK 
Circle No. 16 on reader service card for more information 
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Total Blindness 
Follows Accident 


HE employer hired the claimant 

with actual knowledge that he 
was blind in his right eye. In his 
present employment, the employee 
lost the sight of his left eye due to 
a rupture of a blood vessel. 

It was found that the condition in 
his right eye was in no way connect- 
ed with, or related to, the accident 
causing him to lose the sight in his 
left eye. Nor did the previous injury 
to his right eye, causing him to lose 
the sight thereof, in any way aid or 
contribute to the subsequent injury 
to his left eye. 


The claimant was totally blind 


orr THe Pfofe’4 | 


and unable to perform any gainful 
occupation, and seeks recovery on 
the basis of a total and permanent 
disability. 

Claimant was held not to be en- 
titled to compensation for a total, 
permanent disability because of his 
total blindness, but only for com- 
pensation for total loss of vision in 
his left eye. 

An employee who had already 
sustained a permanent injury to his 
former and previous employment 
should not recover for the prior loss 
from one who in no way is charge- 
able. Any result would render the 
statute unnecessary. 

Employers are only liable for ac- 
cidents, mishaps or injuries result- 


ing to their employees during th 
time of services or employment. |! 
the statute is to be construed other 
wise, the incorporation of this por- 
tion of the section and the act would 
be ineffective. 

It was not the intention of the leg- 
islature to provide a means by 
which an employee might collect 
compensation just as if he had not 
been previously injured or a previ- 
ous disability had not existed. 
Georgia Insurance Service, et al, vs 
Lord, Court of Appeals of Georgia 
Div. 2. October 26, 1950. (62 SE. 
402). 


No Proof Of 
Time Of Injury 

HE claimant was employed as 
be rocker’s helper. His duties 
were to do general roustabout work 
and fix anything that might require 
fixing around the rigs. He was re- 
quired to work around and upon 
steel. There was continuous ham- 
mering on steel, and he was re- 
quired to work about the drilling 
rigs where chains were beating to- 
gether while the drilling was in 
operation. He had never engaged in 
any work of his own in working 
around steel. He knew of no other 
place where he could have received 








N 0 W IS THE TIME TO GUARD AGAINST 


INDUSTRIAL 
DEAFNESS! 


28 


S the new Defense Program gathers mo- 
mentum, hundreds of thousands of new 
workers are going to be hired. Many will 

be elderly people. They will be good workers, 
valuable to the nation and to the firms that hire 
them. 


But they, more than any other group, are sub- 
ject to the hazard of industrial deafness. Long 
hours of exposure to high noise levels cause 
hearing loss—and intensify it where it already 
exists. 

Many of these elderly persons will already 
have some hearing loss when they apply for 
work. When this is the case, the fact should be 
known beforehand in order to assign them to 
jobs where they are less exposed to the hazard. 

The only dependable way to detect hearing 
loss is through an audiometer test. The MAICO 


PORTABLE AUDIOMETER is easy to use and 
gives speedy, accurate results. Through its use 
you can minimize the pitfall of deafness 
acquired on the job. And your company can 
avoid some of the unfortunate consequences re- 
sulting from improper placement of new 
employees. 

Write now for facts on control of the DEAF- 
NESS HAZARD in your plant. 


Mai 


10A MAICO BLDG. 
MINNEAPOLIS 1, MINNESOTA 
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a piece of steel in his right eye 
which punctured the lense and de- 
yeloped into a cataract. 

He conceded that he knew of no 
particular occasion, when he was 
working or hammering upon steel, 
that any particles or pieces struck 
him in the eye. There was no direct 
evidence showing how, when or 
where he sustained the injury. 

On January Ist, 1944, 12 years 
after he commenced his employ- 
ment, he noticed that the sight in 
his right eye was growing dim. He 
informed his head driller who 
recommended him to a company 
doctor for examination and treat- 
ment. He later referred the em- 
ployee to a specialist, who advised 
him that a piece of steel was lodged 
in his eye. It was determined that 





Window Scrubber Brush 


Some windows in factories, mills 
and foundries get so caked with 
grime that it almost seems less 
expensive to put in new ones than 
to try cleaning them. But a wire 
brush, mounted on a portable tool 
that will spin it at 3450 r.p.m. or 
better, will whisk the grit off in 
no time and with almost no man- 
ual effort. 

Circle No. 205 on reader service card. 





an accident definitely occurred. 

As a matter of fact, this was con- 
ceded. However, it had to be shown 
that the accident occurred in the 
course of and out of claimant’s em- 
ployment. 

Accepting all the facts submitted, 
it was concluded that the circuwm- 
stances indicated a strong probabil- 
ity that the steel pierced the claim- 
ant’s eye while he was engaged in 
the performance of his duties which 
were covered by the workmen’s 
compensation laws, and shows the 
improbability of its occurrence at 
iny other time or place. 

The causes of an injury, and the 
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time at which it occurred, are ques- 
tions of fact that the commission had 
to determine. The court accepted 
them as the evidence reasonably 
supported the findings. 

Wilcox Oil Company, et al, vs. 
Fuqua, et al, Supreme Ct. of Okla- 
homa, June 13, 1950. (224 P. 255). 


Contracted Pneumonia 
On Watchman’s Job 
OOKE was employed as a night 
watchman and was assigned to 
guarding a building then in the 


process of construction. About the 
premises where the building was 
being constructed were holes, ditch- 
es and excavations, which were 
filled with water during rainy 
periods. 

It was part of claimant’s duties 
to make—at night-time, under an 
adequate lighting system — tours 
about the premises in order to guard 
and protect the property of the 
company. 

On the night in question, it was 
cold and rainy. He was walking 
across a gang-plank. It was wet and 
slippery and, as a result, he fell into 











INSTALL THESE SILICONE 
CLEANING STATIONS 


COMBAT EYE STRAIN © Con- 
veniently located throughout your 
office and plant, SIGHT SAVER 
cleaning stations leave no excuse 
for eye fatigue caused by dirty, 
grimy glasses. Silicone treated, 
SIGHT SAVER tissues clean, polish 
and protect eyeglasses; give added 
clarity and a longer lasting luster. 


INCREASE PRODUCTIVITY «+ 
People work more rapidly and 
more accurately with greater safety 
and less eye strain when you 
promote eyeglass cleanliness. 


THIS SAFETY MEASURE and 
MORALE BUILDER PAYS FOR 
ITSELF! © SIGHT SAVERS reduce 
the time required to keep glasses 
clean; wipe away the best excuse 
men give for not wearing safety 
glasses; increase accuracy; de- 
crease eye fatigue. 


7 
KEEP YOUR 
GLASSES CLEAN 


iollioeeentintentiantentententestententiententenenten’ 


NO MUSS - NO FUSS + NO FLUID 


Attractive all-metal SIGHT SAVER clean- 
ing stations are easy to install . . . easy 
to service. Simply unlock and insert refill 
packet of SIGHT SAVER tissues about 
once a month. Fool-proof, permanently 
lubricated mechanism dispenses one 
3” x 7” tissue at a time; each tissue 
exactly the right size; tissue 
scientifically treated by Dow Corning, 
the world's first and largest producer of 
SILICONES and silicone treated tissues. 
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Sight Saver Cleaning Stations Available from Safety Supply Houses in All Principal Cities 


Made by 


DOW CORNING 
MIDLAND 


CORPORATION 
MICHIGAN 
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OFF THE DOCKET 


continued 


waist-deep water. 

He picked himself up and con- 
tinued to go about his duties. The 
only available means of drying him- 
self was a rather ineffective tin 
heater. His clothes remained wet 
during the entire evening, and he 
wasn’t able to completely dry him- 
self until the following morning. 

The next day he began to feel 
worse, had a bad cold, but continued 
to work and felt the effects of it 


during the next day. He started to 
burn up with a fever. A doctor was 


called in and the claimant was 
rushed to the hospital. His condi- 
tion had developed within a period 
of 5 days from the date that he fell 
in the water while on the property. 
He was found to have pneumonia. 


The controlling question presented 
is whether or not claimant’s attack 
of pneumonia and the injuries and 
losses incident thereto are compen- 
sable under the statute. 


It was held that where a night 
watchman was required to remain 








ANY WAY YOU 
LOOK AT IT... 






the SAF-I-SPEC excells! 








NEW TEMPLE DESIGN 


Fits More Securely — More Comfortable 
— Smarter Appearance 
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PROTECTS LARGER AREA—11 SQUARE INCHES 


FITS CONTOUR OF FACE AND HEAD- 
SPHERICAL CURVE FOR EACH EYE 













“protect your sight with Optilite” ® 
Rugged + Tough « Low Cost + Optically Correct 
Made of Optilite 
Also manufacturers of the SAF-I-SHIELD and SAF-I-DUO 
Safety Goggles —“PEP-UP” Impregnated and Enteric 
Coated Salt Tablets, the SAF-CO-METER Carbon Mon- 

oxide Indicator and TUFFY APRONS. 
WRITE FOR LITERATURE AND PRICES 


INSTANT “SNAP-ON OR OFF” TEMPLES —-LOW 
COST REPLACEABLE LENS 


Unitep States Sarety Service Co. 


Kansas City 6, Missouri © Branches in Principal industrial Cities 
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outside in cold weather for lon 
periods of time, and the testimony » 
the physicians indicated that su 

exposure. was a contributory facto 
to pneumonia contracted by the er 

ployee, such illness was compe 

sable. 

The employee was subjected 
hazards materially greater than 
other persons in the community be- 
cause of his exposure to the cold 
and rainy weather and the require- 
ment that he remain outside. 

Cooke vs. Henry C. Beck, et al 
Supreme Ct. of Florida, Div. B 
July 25, 1950. (48 S, 743). 
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Failed To Advise 
Of Impending Surgery 


LAIMANT suffered an injury to 

his left foot, an accident admit- 
tedly arising out of and in the cours¢ 
of his employment. Commission, 
however, determined that claimant 
lost no time from work and sus- 
tained no permanent disability by 
reason of the accident and granted 
an award solely for medical ex- 
penses. 

The x-ray evidence discloses no 
fracture or dislocation of the bones. 
Approximately two years later, a 
petition was filed to re-open the 
case. It was refused. However, the 
Commission subsequently, upon its 
own motion, re-opened the case 
about a year later. 

Claimant contends that after leav- 
ing his former place of employment, 
he suffered no diminution of salary 
However, when he took his new em- 
ployment, he still suffered pain in 
his leg and ankle and finally, when 
he suffered pain in his back, he 
went to a veteran’s general hospital, 
where he was treated and subse- 
quently operated upon. 

He never requested help from his 
employer or the insurance carrier 
prior to seeking aid from the Veter- 
an’s Administration; and admitted- 
ly had gone to the latter of his own 
accord. 

The operation resulted in a claim 
for permanent disability of the left 
ankle. Question arises as to whether 
or not this disability, resulting from 
the surgical operation, was in any 
way connected with the accident 
where he was formerly employed; 
and the further question arises as to 
whether the employee should have 
given notice to his former employer 
before the disabling operation was 
performed. 

What appears to have been over- 
looked is the right of his employer 
to have his own physician make a 
final examination and _ prescribe 
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treatment. The Compensation Act 
rovides that, since the employer 
must pay the cost, he is given the 
privilege of selecting the physicians 
and surgeons. 

The statute provides that the em- 
ployee claiming the right to receive 
compensation shall, at the request 
of the employer, submit himself 
from time to time to examination by 
a physician or surgeon provided for 
by the employer—and that upon his 
refusal so to do, compensation pay- 
ments shall be suspended. 

By not giving advance notice to 
the employer and the Industrial Com- 
mission of his intention to have the 
disabling operation performed and 
of his intention to hold his former 
employer for the resulting disabil- 
ity, claimant has, in effect, rendered 
the act void and of no avail: both 
the employer and the Industrial Com- 





Trench Brace 


One of the big hazards in trench- 
ing is the installation of proper 
shoring. California state industrial 
safety engineer William C. Jones 
developed this jack and brace as- 
sembly to protect workers during 
the shoring-up process and _ to 
speed the work. Workers place the 
unit in the trench and operate 
hydraulic jacks from a safe dis- 
tance. This holds the braces against 
the sides of the trench and sup- 
ports it while the regular shoring 
is put in place. 


Circle No. 206 on reader service card 





mission have been barred from the 
right to have their respective physi- 
clans examine the patient and pre- 
scribe treatment. 

He has submitted himself to ex- 
amination after it is too late to 
permit physicians of the employer 
or of the Industrial Commission to 
do anything about it. He is in the 
same position as one who had re- 
fused to submit to an examination; 
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as, in either case, the right to exam- 
ination has been denied. Had the 
claimant followed the procedure of 
giving notice of his intended opera- 
tion to his former employer and the 
commission, it is probable that the 
ankylosis operation might never 
have been performed and the result- 
ing disability would thus have been 
avoided. 

Unfortunately, claimant pro- 
ceeded in private arrangements of 
his own. There appears to be no 
legal basis to support this attempt 
to charge industry with the unhappy 
results. 


Bagea vs. Remington Arms Com- 
pany, October 30th, 1950, Supreme 
Ct. of Colorado. (224 P, 223). 


Injured At Shop 
Union Meeting 


LAIMANT was employed as a 
Byer ero machine operator on 
the night shift. All employees on 
this shift got 22 minutes for a lunch 
period; and during this period, the 
employees were free to come and go 
as they pleased. They were not paid 
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GENERAL ELECTRIC, Pittsfield works ¢« Retail 
Stores e MONSANTO CHEMICAL, Plastics 
Division « Apartment Dwellings « FRANKLIN 
SIMON, New York e« Hospitals « WESTING- 
HOUSE ELECTRIC, Springfield Plant ¢ Small 
Plants and Warehouses e UNITED STATES 
RUBBER, Fisk Tire Division - to mention a few. 
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@ PROTECT LIVES @ SAVE TIME 
e@ GUARD PROPERTY e SAVE MONEY 


“Protect Where You Can't Inspect” 
Wire-Rope Socket Failure 








NEW YORK 
Watson Elevator Co. 


LUCAS SAFETY CLAMPS 


Distributed in 
CHICAGO 


Trimon Elevator Co. 
Write for Details 


SAFETY DEVICES, INC. 


SPRINGFIELD 3, MASSACHUSETTS 
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OFF THE DOCKET 
continued 
for the lunch period. 

On the night in question, the 
union steward called a meeting to 
be held during this period. The 
meeting was held in an aisle of the 
plant for the election of a shop 
steward. During the meeting a vote 
was cast, and as the claimant was 
voting, he leaned forward to put his 
ballot in a hat and bumped his leg 
against a board which was standing 
by one of the machines. The bump 
did not break the skin. About two 


weeks after he received the bump, 
claimant went to see a doctor, and 
about four months later he went to 
the company’s first-aid and com- 
plained of a case of hives resulting 
from having applied a sulfa oint- 
ment to his leg. 

Claimant continued to work until 
January 15th, 1948, when he was 
rendered unable to perform the 
duties of his employment by a leg 
ulcer and a dermatitis. 

The Workmen’s Compensation Act 
prescribes the general rule as to re- 
covery for injury during intermis- 
sion from labor, especially when the 








Protect your safety 

record with Scott De- 

mand Inhalator —the efficient, 
low-cost way to provide emer- 
gency administration of oxygen. 
Portable and easy to operate, the 
Scott Demand Inhalator can be 
used by inexperienced personnel, 
at any location. No adjustments 
of any kind—no special training 
needed. Supplies oxygen “as de- 
manded” by patient, or by con- 
stant flow. Economical in use — 
initial cost much less than other 
equipment of comparable scope. 


Scott DEMAND Oxygen 
Inhalator is made by the 
manufacturers of AIR-PAK 
Safety Breathing Equipment 
(using air, not oxygen) 

— the safe, low-cost way 

to deal with breathing 
hazards in toxic areas. 





Write for full in- 
formation on Scott 


S or eee 
S DF 


ESTABLISHED IN 1932 


Pak to: 


FOR SAFETY- FOR SERVICE 


@SAVES LIVES 


@PROTECTS HEALTH 
OF PERSONNEL 





Type “B’ DEMAND Inhalator 











SC 


Type “A” DEMAND Inhalator 


MEDICAL DIVISION 


SCOTT AVIATION CORP. 


229 ERIE ST., LANCASTER, N.Y. 
CANADA: SAFETY SUPPLY CO. BRANCHES IN ALL PRINCIPAL CITIES 





EXPORT: SOUTHERN OXYGEN CO 


157 Chambers St., New York 7, N.Y 
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accident occurs on the employer's 
premises. Acts of ministration by a 
servant to himself—such as quench- 
ing his thirst, relieving his hunger 
protecting himself from excessive 
cold—performance of which are rea- 
sonably necessary to his health and 
comfort, are incidents to his em- 
ployment and acts of service there- 
in within the Workmen’s Compensa- 
tion Acts, although they are only 
indirectly conducive to the purpose 
of the employment. 

Consequently, no break in the em 
ployment is caused by the mere fact 
that the workman is ministering to 
his personal comforts and necessi- 
ties as by warming himself or pro- 
curing a drink, etc. 

The test to be applied in deter- 
mining whether a case is compen- 
sable is whether the employee, 
regardless of where his injury arose, 
either on or off the premises of his 
employer, was injured while within 
the ambit of his employment, and 
whether there was a causal connec- 
tion between the injury and the em- 
ployment. The contract between the 
employer and the union on the date 
of the injury provided in part that 
the company would agree to recog- 
nize a shop steward system as the 
preliminary agency for the negoti- 
ations of any grievance now existing 
or which may arise in the future 
There was to be one shop steward 
for each department, subject to 
change by mutual agreement. Under 
the above contract, the shop steward 
was recognized as a_ preliminary 
agency in a grievance procedure 
This activity was not considered to 
be one in which the employee could 
be considered to have rendered a 
service to his employer. He was ex- 
ercising a privilege common to all 
members of the union in the selec- 
tion of a steward. It cannot be said 
that his injury arose out of and in 
the course of his employment. 

The break in the work for the 
purpose of attending a union meet- 
ing does not come within the gen- 
eral rule as to injuries during inter- 
mission from labor as provided by 
the statute. Voting for the election 
of a steward was purely for his own 
interest and did not necessarily 
benefit the employer. 

He was not then deemed to have 
been in his employer’s service, nor 
was he then acting for his employer 
—notwithstanding the fact that a 
contract existed between the em- 
ployer and the union pertaining to 
the creation of the shop steward 
system. 

Tegel’s vs. Kaiser-Frazier Corp. et 
al, Supreme Ct. of Mich. (44 NW: 
880). 
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PLANT 
HOUSEKEEPI 


CONTENTS 


Housekeeping Briefs 
oot Handle That Tank The Safe Way 


How To Keep Concrete Safe 


GET AWAY from in front of the 
regulator valve when checking 
your y-acetylene equipment 
And j thos jlasse dowr 
where they will do their 


protecting your eyes 





If the responsibility for employee welfare is shared in your plant by 
other men, we suggest that you call their attention to this section. 
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HOUSEKEEPING 
BRIEFS 








STEAM BATH treatment has proved effective in cleaning up 
washrooms and machinery alike. Advantages of this type of 
cleaning are that the machine can be used in work areas 
without endangering or causing discomfort to other workers 
in the area. Steam is generated in a way that eliminates the 
danger of low water levels in the boiler; the water itself is 
the electric resistance heating element, so that no current 
passes unless enough water is in the tank. Detergents and 
solvents can be conserved since they are not diluted by 
mixing with huge quantities of water at the jet. It’s about 
five times faster than normal scrub-brush methods. 


Circle No. 207 on reader service card for more information. 


RACKET BUSTERS at General Electric Company’s Lockland, 
Ohio testing laboratory are these exhaust stacks. The prob- 
lem is caused by exhaust gas from turbo-jet engines which 
is forced out of the stacks at velocities up to 340 miles per 
hour. To cut the noise down below harmful levels, GE en- 
gineers hit upon the use of insulating firebrick for lining the 
stacks. Normally used for high-temperature furnace insula- 
tion, the firebrick lining in the stacks reduces the sound so 
that a point just a short distance from the plant is no noisier 
than an office. The acoustical qualities of the insulation 
make it possible to use smaller than normal test cells too. 


Circle No. 208 on reader service card for more information 


NO HOOK-UP MAN is needed to assist crane operators at Na- 
tional Tube Company’s Lorain, Ohio, plant. These automatic 
tongs lock when the operator starts to lift, eliminating the 
possibility of fouled up signals and getting hookers and 
crane followers out from under them. National Tube engi- 
neers assisted in developing the giant tongs which handle 
loads of rolled steel rounds weighing up to 30,000 pounds. 
No chance for hazardous premature lifts or incorrectly rig- 
ged slings: tongs lock open automatically when loads are 
released, lock automatically when loads are lifted and the 
weight of the load tightens the grip. 


Circle No. 209 on reader service card for more information 


POWDER DRUM loading was a rugged two-man job at Wes- 
tern Cartridge Company, East Alton, Illinois, before this new 
dock was built. It took two husky loaders to lift the drums 
to truck height, another to rassle them into position. By 
building a concrete runway along a rise connecting the 
shipping dock and delivery trucks, Western made it possible 
for one man to wheel two drums right onto the truck: no 
lifting is required. For standard loading docks, adjustable 
transfer plates do the same job. Result—no strains from 
lugging heavy loads, no crushed insteps from dropped drums. 
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Photo, The Westerner 
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eee proceed at your own risk 


Wat's wrong with this picture? 


It looks like the last word in modern decor. But have you noticed 
the floor? It’s an invitation to trouble. 


Faulty maintenance methods have given it a dangerously slippery 
surface. It will be a miracle if one or more persons do not take nasty 
spills—with the resultant headache of law suits for heavy damages. 


2 Legge System of Safety Floor Maintenance puts an end to such 
nev. -ss hazards. Legge Safety Floor Cleaners and Polishes impart 
a clean, lustrous, slip-resistant shine to the floors of plants, buildings 
and institutions . . . a resilient, long-lasting gloss that resists skids, 
yet i inexpensive to maintain. 


Legge operates on the principle of not just selling you a product 
in a can. First Legge Safety Engineers conduct an on-the-spot 
analysis of your floors. On the basis of condition and traffic burden, 
they recommend the correct maintenance program custom-tailored 
to your needs. This service is provided without extra cost. 


At worst, old-fashioned maintenance methods expose you to the 
risk of negligence suits. At best, they subject you to serious floor 
repairs long before such expense is warranted. 


For your own peace of mind, 
investigate the Legge System. 
Simply clip the coupon to your 
letterhead and mail today for a 
revealing booklet on scientific 
floor care. It’s free, without ob- 


Walter G. Legge Co. Inc. 
101 Park Ave., New York 17, N.Y. 


your Mr. Higby book. 


Signed 


Please send me a free, no-obligation copy of 





ligation, of course. Now, please? Tiehe 





WALTER G. LEGGE COMPANY, INC., 
New York 17, N. Y. Branch 


Types of flooring 





Offices in principal cities. nei _— 


Copyright 1951 
See us at Booth 29 during the Massachusetts Safety Conference at Hotel 
Statler, Boston, March 19 and 20; and at Booth 61 during the Greater New 


York Safety Conference, Hotel Statler, N.Y.C., April 3-6. 


Circle No, 22 on reader service card for more information. 
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RIGHT WAY to secure cylinders for truck transport is to chain 
them tightly with a strong gripping latch. Do not allow 
cylinders to wobble or roll against each other. 


Circle No. 210 on reader service card for more information. 
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RIGHT WAY to move cylinders within the plant is on specially 
constructed rack fitted to fork truck, or similar cart which 
holds them firmly in position. Photos, Ohio Industrial Commis: 


Circle No. 211 on reader service card for more information 
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Handle That Tank Thdaf. 


ELDING and cutting, es- 

PLANT \\/ “te eo 
pecially maintenance appli- 
cations in temporary work set- 
ups, are recognized as major fire hazards. Great 
emphasis should be—and usually is—placed on methods 
of safeguarding such operations with welding curtains, 
providing rubbish-free work areas and fire extinguish- 
ers close at hand. The phase of fire protection and 
general safety which is often neglected in regard to 
welding jobs is the tactical end of the problem—getting 
the materials to the job safely and storing them in such 
a way as to eliminate possible accident and fire hazards. 


HOUSEKEEPING 





Provide A Safe Storage Area 


Oxygen and acetylene cylinders need separate stor- 
age facilities where they can be placed on end and 
secured so that they can’t fall over. The protective cap 
should be in place (instead of the main valve) at all 
times except when the cylinder is in actual use. Full 
and empty cylinders should be kept apart. An ideal 
storage space has fire-resistant walls, a fire door that 
opens outwards and has a self-closure. Adequate venti- 
lation is important too. One large Detroit manufacturer 
has constructed a simple metal shed about 100 yards 
back of the main plant. Distance protects the main 
building from possible damage, yet cylinders are easily 
accessible for use. Lettering across the entire shed 
warns workers that it contains gases under pressure and 
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prohibits smoking in the area. 

Cylinders must be treated gently in transit to protect 
them from falling. When moved on trucks, they should 
be firmly lashed to keep them upright and prevent them 
from banging together. Weakened or damaged cylinders 
are very dangerous. 


Rig Some Kind Of Carrying Cart 


It is inadvisable to move cylinders any distance by 
hand. It is nearly always possible to rig some sort of a 
cart that will enable carrying them safely. The use of 
an overhead crane to move them from one plant area 
to another is extremely dangerous and should never be 
permitted. Small, two-wheeled carts are often fitted 
to hold oxygen and acetylene cylinders firmly and to 
carry hose, blowpipes and personal protective equip- 
ment as well. Bethlehem Steel Co. makes carrying 
racks on wooden pallets so that lift trucks can move 
the entire unit from job to job. The racks have steel 
braces against which the cylinders are chained. 


Keep Empty And Full Cylinders Apart 


When a cylinder is emptied it should be plain); 
marked and the protective cap screwed onto the top. 
Unless separate storage space is provided for empty and 
full cylinders, it is only a matter of time until someoné 
makes the mistake of treating a loaded one like a dead 
one. 
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WRONG WAY to move welding cart is 
with overhead hoist. Cylinders might 
drop, causing damage or an explosion. 


ate Way 


Unless the storage area is parti- 
tioned and can be plainly divided, 
oxygen and acetylene cylinders can 
not be kept in the same place. Care 
must be taken to keep oil and grease 
away from the cylinders. Even a 
spot of oil near the valve might 
cause a major fire. 


Regulators, used on oxygen and 
acetylene cylinders to control the 
amount of pressure being released 
to the hose line, are delicate; and 
must be used with great care if their 
accuracy and dependability is to be 
preserved. If damaged, they should 
be entrusted only to skilled workers 
for repair and thorough testing be- 
fore being returned to service. It is 
safest to let the supplier or manu- 
facturer take care of them 


Only the special wrench provided 
should be used in connecting regu- 
lators to the cylinders force should 
never be applied. When opening the 
regulator valve, the operator should 
stand to one side—not directly in 
front of the regulator—and open the 
main valve slowly. 
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A Seven-Point Test For Leaks 


aries in welding and cutting equipment are a hazard to the 
operator and the shop. Locate them with the 7-point search 
described here, then plug them up before they cause damage and 
injury. To make the tests you will need: a clean paint brush, cloth, 
bucket of water and a bar of lathery soap. Most leaks occur at the 
connections and can be cured by tightening or replacement of defec- 
tive parts. 

Test the oxygen system first, closing the acetylene valve. Discon- 
nect the acetylene hose and close the blowpipe acetylene valve. 
Turn on a few pounds of oxygen pressure and hold your finger over 
the end of the blowpipe. Then apply soapy water to the places in- 
dicated. The acetylene system is checked in the same way after dis- 
connecting the oxygen hose from the blowpipe and closing the blow- 
pipe oxygen valve. 

1. Cylinder valve stems. If valve stem leaks, even after the packing 
nut is tightened, disconnect cylinder at once and return to supplier. 
While waiting for it to be picked up, keep it outside and tagged. 
Warn workers to keep away from it with cigarettes. 

2. Regulator-cylinder valve connection. Close the cylinder valve and 
disconnect the regulator. Clean and examine all parts for damage. 
If cylinder connection or regulator is damaged, return to supplier 
for repair. 

3. Regulator hose connection. Clean and examine connections after 
disconnecting hose. Replace damaged hose connections. 

4. Hose. Check hose by running it through a bucket of water. Cut 
out defective sections and splice with hose coupling. Never use tape 
to patch hose. ‘ 

5. Blowpipe hose connection. Shut off oxygen or acetylene at the 
regulator, remove blowpipe hose connection and clean it. Replace 
hose connection, if needed, but return blowpipe to supplier for re- 
pairs if the damage is on the blowpipe end. 

6. Blowpipe valve seat. Take the valve apart clean end of valve 
stem and seat of valve body. After reassembling, turn the valve on 
and off a few times before tightening the packing nut. 

7. Welding head connection. Dismantle and wipe with a clean cloth. 
Leaks or damaged parts must be repaired. 


Photo, Linde Air Products Co 

















FOR DURABILITY in heavy-duty use, properly laid and kept 
up concrete floors can’t be beat. This one was installed at 
Tool and Steel Gear & Pinion Co., Cincinnati, Ohio, in 1938. 


Circle No. 212 on reader service card for more information. 


Photos, Portland Cement Ass 


FOR APPEARANCE in offices, asphalt tile can be laid right 
on top of concrete surface. Colored pigments can be incorpor 
ated into concrete floor, for decorative effect. 


Circle No. 213 on reader service card for more information. 


How To Keep Concrete Safe 


[t’s rough and tough, but it still needs 


attention to give long accident-free service 





NDER stress of increased 
PLANT floor loads and stepped-up 
HOUSEKEEPING inside - the - plant truck traffic, 
properly maintained concrete floors play a big part in 
preventing production schedules from lagging and ac- 
cident rates from soaring. 

Although concrete floor advantages such as the re- 
duction of cleaning and maintenance costs to the bone 
have been proved many times over, concrete still should 
be properly cared for. Because they are known to offer 
a highly durable surface, concrete floors are often used 
with reckless disregard. In many plants there is a prev- 
alent feeling that concrete floors can be subjected to 
steady, relentless pounding, jarring and wearing, with 
never a thought to maintenance, 

In a limited sense, this is correct. Concrete floors, 
when properly constructed, are exceedingly rugged, but 
intelligent maintenance will make them even. tougher. 






Follow These Seven Maintenance Pointers 


1. Periodic cleaning is essential to continued durability. 
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Grit and dirt on concrete floors subjected to consider- 
able traffic will be ground into the finish and speed up 
the rate of wear. Properly built concrete floors will 
need very little maintenance other than cleaning. 


2. Scrub concrete floors subjected to spilled milk, 
syrup, fruit juices, brines, fats and oils and other indus- 
trial products frequently and thoroughly. 

3. Concrete surfaces subjected to heavy trucking should 
not be allowed to accumulate a crust of dirt (as sometimes 
happens in warehouses.) The bumpy surface results in 
unnecessary pounding as trucks pass over it. 


4. Concrete floors often become soiled with oil splotches 
which can make them dangerously slippery. Usually the oil 
has no detrimental effect on the floor itself if the con- 
crete is properly proportioned, mixed and placed. Such 
a floor may be cleaned by scraping off thickened oil 
crusts, then scrubbing with gasoline—taking due pre- 
caution against fire. The floor should then be thorough- 
ly scrubbed with warm soapy water and mopped. This 
treatment will not remove stains, but will eliminate an 
objectionable coating of oil and grease. 
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5. Remove stains as soon as possible 
from concrete surfaces. While nearly 
every type of stain can be removed 
from concrete, eradication of old 
long-neglected stains may require 
patience. It is often a matter of re- 
peating the treatment until the de- 
sired results are attained. When the 
staining matter is unknown, the 
treatment may require some experi- 
mentation. 

6. For stains which penetrate the con- 


cessfully used in the construction of 
concrete floors. Some special main- 
tenance is required on white con- 
crete floors. They should be swept 
daily, damp-mopped about once a 
month, and scrubbed with a rotary 
brush scrubbing machine every two 
or three months. 

If protective treatments are ap- 
plied to concrete floors, the floor 
must be clean and free from plaster, 
oil, paint or other foreign substan- 


improved by applying special ma- 
terials to assist in hardening and 
binding the surface. These treat- 
ments are not cure-alls for poor 
materials or careless workmanship 
and will not make a perfect wear- 
ing surface of a poorly built floor. 
Some of the substances used for this 
purpose include magnesium fluosil- 
icate, zine fluosilicate, sodium sili- 
cate, aluminum sulphate, Chinawood 
and linseed oil and various gums, 


resins and paraffins. There are many 
proprietary or trademark floor- 
hardening materials on the market 


crete flooring, it is necessary to resort ces. It should also be fairly dry to 
to a “poultice” or “bandage”. This assist penetration. 

device, made by mixing active Some concrete floors in certain 
chemicals with fine inert powder to types of industrial plants may be 
a pasty consistency, is applied in a 
thick layer. Bandages consist of cot- 
ton batting or layers of cloth soaked 
in chemicals and pasted over the 
stain. 


also. Continued on next page 


Coleambecd PRESENTS 


— 





7. Try to prevent acids from coming 
in contact with the concrete surface. =~ 
Even weak acids may roughen the ame | 
surface if left for any length of time. 

This seven-point maintenance pro- 
gram for concrete floors will go a 
long way toward making them last HEAT RETARDING — 
indefinitely. But again, this presup- BEST FOr iulating Materia’ gee 
poses that the floor was properly Specie Heavy Terry ible Hand- 
constructed in the first place. ° 

Although properly proportioned 
concrete, carefully laid and cured, 
gives a floor surface maximum wear fg. Co» 
resistance, some factory and ware- ; : 22, Wi.) 
house floors are occasionally im- g60 Weed “Territor 
properly built. These may become Some Jobbing 
so badly pitted and worn that it be- 
comes necessary to provide an en- 
tirely new surface. 
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Resurface If Floor 
Is Pitted Or Worn 

Where the floor will stand the 
added load, and raising the floor 
level is not objectionable, a new 
topping can be placed directly on 
the old slab. Where it is impractical 
to provide a strong bond between 
the old and new slab, the new top- 
ping should be at least 2 in. thick, 
reinforced with wire mesh placed 
approximately in the middle of the 
new concrete. 

Where the floor level must be 
preserved, a strong bond must be 
obtained between the old and new 
slab, and a minimum thickness of 
one inch installed. To do this, the 
old concrete must be cut away to a 
depth of one inch and new topping 
applied. In this case reinforcement 
will not be necessary. 

Under some special circumstances 

-aircraft assembly plants, for ex- 
ample—increased general illumina- 
tion is highly important. In such 
instances there is a particular need 
for light-reflecting floor surfaces. 
Under these special conditions, 
white portland cement has been suc- 


908 ond 01 
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24 x 36 on 
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Vinyl Plastic 
* Made © ty Eyelets 


: Electronically Fus 


Seal Vinyl Plastic 

LONG MITTS 
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* No Drying °F 
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Powdering 


See our Exhibit Booth #86 
New York City Safety Show — Statler Hotel — April 3 - 6, 1951 


Columbus National Safety Products Distributing Co. 


Div. of Columbus Glove Mfg. Company 
1836 E. Fulton St., Columbus, Ohio 














Circle No. 23 on reader service card for more information. 
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DON’T NEGLECT CONCRETE 


continued 


Occasionally paints are applied 
after these treatments as further 
protection. Oil-base paints, synth- 
etic rubber paints or synthetic resin 
paints are used on concrete floors. 
When any of these paints are to be 
used, it is important that the floor 
be absolutely dry and free of dust or 
other dirt. Portland cement paint 
or other cold water paints should 
not be used on floors subject to 
wear. 


Cement and sand mortar toppings 
should never be used for heavy- 
duty floors such as those in ware- 
houses and industrial plants—and 
for that matter should be avoided 
even for light traffic. There are no 
large particles of durable aggregate 
(crushed rock or stone) in a weak 
mortar topping to resist wear. Mor- 
tar toppings also shrink more, and 
thus are more apt to crack or craze. 
Because it is made of fine material 
only, a mortar topping works easily 
and a very smooth finish can be 
produced. For this reason, it has 


























Always the “RIGHT HEIGHT” 





Uneven floor surfaces—even stairways or escalators—present 
no problem for Baker Scaffolds. With a platform height that is 
fully adjustable every three inches, Baker Scaffolds offer this 
added advantage to give ease, speed, safety and economy of 
labor. With this scaffold, you'll find that you, too, will save 
valuable time on your general repair, maintenance and house- 
keeping work. Look at these added features: 


No ‘'x-brace’’ Construction—they span furniture, machinery, 


equipment, and stock piles. 


Easily Stacked for Height—simply built up, unit by unit, to 
reach high places... also arranged to cover large floor areas. 
Handled and Erected by One Man—they are light in weight 


and fit together quickly. 


No Loose Parts to Lose—just five parts—all interlocking ... 


no bolts, wing nuts or pins. . 
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. complete with platform. 
CaN Write today for Bulletin 514 + Distributors in Principal Cities 
is ( Up Jy Listed under Reexamination Service, Underwriters’ Laboratories, Inc. 
Ne Ja 


| BAKER-ROOS, INC. 


602 W. McCARTY STREET 
INDIANAPOLIS 6, INDIANA 


Circle No. 24 on reader service card for more information. 
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been all too commonly used with 
thought as to its performance, 

If weak mortar toppings are used 
then the economy of properly p 
portioned and correctly construcied 
concrete floors is lost. In a correct 
built concrete factory floor, toug 
hard, durabie aggregates are firml) 
held in a portland cement paste of 
high strength. These aggregate par 
ticles are at and near the surface 
the floor, and are the wear-resistant 
constituent of the concrete. Since 
the aggregates perform this import- 
ant duty and represent about three- 
fourths of the mass of the hardened 
concrete, the necessity for proper 
quality can be readily appreciated 

Dusting and poor wear-resistanc: 
are usually caused by faulty con- 
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Automatic Hand 





Big metal stampings are cum- 
bersome and dangerous to extract 
from presses and create both safety 
problems and production slow- 
downs. Here is an electric “Shand” 
that removes both difficulties: it 
deftly snakes the stampings out 
of the dies and delivers them a 
safe distance from the press. It’s 
especially valuable in cases where 
high speed operation is required. 





struction methods in building the 
wearing course. For example, not 
sO many years ago it was common 
practice to strike off the concreté 
and then trowel it while still plastic 
until there was water and a layer 
of fine material at the surface. To- 
day the proper and accepted proce- 
dure is to compact the freshly placed 
concrete with a mechanical float and 


OCCUPATIONAL HAZARDS 
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then to delay troweling for a period 
of at least 30 to 45 minutes. By de- 
laying this troweling operation, the 
concrete will have hardened suffi- 
ciently so that all of the materials 
will remain where deposited. An 
objectionable amount of fine ma- 
terial will not be brought to the top, 
and coarse particles will remain at 
or near the surface. Result: a dense 
wear-resistant floor, low on up- 
keep cost and trouble, 


NEW YORK SAFETY SHOW 
Continued from page 17 


Exhibitor 


Nat'l. Society for Prevention 

of Blindness, Inc. 
NOTTE SAFETY APPLIANCES CoO. .47-48 
OIL-DRI CORP. OF AMERICA ....3 
Olympic Glove Co. 
Pac-Kit Co. 
PACKWOOD MFG. CO., 
Paramount Industries, Inc. 
EMR UA as k's ws bh oie > 609 ered 53 
Pulmosan Safety Equip. Corp. ...... 82-95 
EE SRI OO, ne « vista tin tule oainuve's's 104-106 
RECORD INDUSTRIAL CO. 
Safety Clothing & Equip. Co. ........48 
Safety Devices, Inc. 
SAFETY FIRST Co. 
SAFETY FIRST SHOE CoO. 
Safety Specialists, Inc. 
Schrader’s Son, A. Div., 

Scovill Mfg. Co. 
SCOTT AVIATION CORP 
SPEEDI-DRI CORP. 
Standard Safety Equip. Co. ........ 
State Insurance Fund (N. Y.) .. 
Stephenson Corp. 
Surty Mfg. Co. 
a i Seer rere eres 
U. S. SAFETY SERVICE CoO. ....... ea 
Vestal, Inc. 
WATCHEMOKET OPTICAL CO. ...... 
West Disinfecting Co. 
WILKINS CoO., INC. 
WILLSON PRODUCTS, INC. 
Wilson Corp, W.S. 


Booth 


Here Are Highlights 
Of The Meetings: 


Inspections, how and when to con- 
duct them, and what to do with the 
facts developed by them, will be the 
subject of an April 3 session. Auth- 
oritative data here, of value to every 
safety inspector. 


Small plants have their special 
problems—and usually much less in 
the way of material aids with which 
to meet them. A special session to 
help the small-plant safety man will 
be part of the program on April 6. 
Participants will be: L. J. McCarty, 
safety supervisor, Remington Arms 
Co. (chairman); H, W. Heinrich, as- 
sistant superintendent, engineering 
and inspection division, Travelers 
Insurance Co., who will speak on 
practical methods of accident pre- 
vention; E. W. Martin, director of 
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educational projects, Liberty Mutual 
Insurance Co., who will present some 
new approaches to brighten up dull 
safety campaigns; Dr. R. L. Quimby, 
Connecticut chief of health services 
to state employees, who will outline 
a medical program for small plants. 

Labor-management cooperation for 
accident reduction will be the sub- 
ject of one April 4 session. Others 
the same day will cover fire protec- 
tion, eye protection, new approaches 
to accident prevention and construc- 
tion. 


Elevators, food and beverage indus- 


tries, tanning and leather products, 
public utilities and industrial nurs- 
ing: these will be the subjects of 
special conferences planned for the 
show’s opening day. 


Industrial health in its various as- 
pects, will be discussed at two ses- 
sions on April 5. The final day of the 
show will include meetings on ma- 
terial handling safety and traffic 
safety. Among the speakers will be: 
Arthur W. Wallander, New York 
civil defense director; Edward J. 
Kehoe, safety chief of AEC’s New 
York operations. 
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Case records of hundreds of differ- 
ent operations prove that Edmont 
gloves solve safety problems, in- 
crease job productivity, and reduce 
glove costs. On-the-job tests in your 
plant arranged upon your request. 


Edmont Manufacturing Co. 

514 Orange Street, Coshocton, Ohio 
World’s largest maker of 
coated industrial gloves 





Circle No.25 on reader service card for more information. 








Services Offered 


in Ads 





Fast acting Sofety First dry-chemical 
extinguishers in sizes from 2% to 30 
lb. are ready to bolster your fire 
protection. 

Circle No. 6 on reader service card. 
After work hours styling plus heavy- 
duty protection are features of new 
Record Industrial summer _ shoe 
models. 


Circle No. 2 on reader service card 


Skin irritation, and its cost can be 


overcome with Tarbonis. A _ free 
sample is offered so you can put it 
to the test. 


Circle No. 28 on reader service card. 


Clean goggles are the only kind that 
do any good. Dow-Corning Sight 
savers keep them that way. Get 
details. 

Circle No. 18 on reader service card. 
Prepare for emergencies by having Col- 
lapsi-Cot stretchers handy to mini- 








~ thes MERGE is 
COMPLETELY auto- 


matic in every phase of 
operation, COLLECTS 
dust and fumes as soon 
as they occur, CLEANS 
by high pressure water 
action, DISPOSES by 
mechanical conveyor. 
Dust and fumes are 
forced back on a stream 
of air to collection unit, 
washed and scrubbed 
from the air into tank 
below, permanently 


trapped under water for 


quick disposal as sludge. 





Y, 





CENTRI-MERGE greatly reduces heating cost 


e by re-circulating cleaned air in many cases, 


occupies a minimum of valuable floor space, is 
easily installed. 


CENTRI-MERGE gives non-tluctuating clean- 


* ing efficiency every minute of the day, collects 


and disposes of dust and fumes immediately. 


Zz CENTRI-MERGE operates at constant efficien- 


cy during many years of trouble-free service. 


4 CENTRI-MERGE eliminates health or fire 


* hazard in dust control by its automatic removal 


as sludge. 
CENTRI-MERGE is always dependable, never 


* requires a shutdown during working hours for 


cleaning or routine maintenance. 


CENTRI-MERGE is engineered for minimum 


¢ maintenance expense, is a compact, self- 


contained unit, constructed for flexibility of 
arrangement to suit plant requirements. 


Our engineers will be pleased to consult with you in the solution of your problem 


se 


aN DUS RIES Inc. 


Circle No. 26 on reader service card for more information. 
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mize time in getting medical aid. 
Circle No. 43 on reader service card 


Deafness is preventable if you catch it 
early. The Maico Co. will provide 
facts on deafness control. 

Circle No. 17 on reader service card 


Five sizes of portable vacuum clean- 
ers are made by U. S. Hoffman t 
ease housekeeping chores. Find out 
which one you need. 


Circle No. 47 on reader service card 


There's profit in dust, as well as greate) 
margin of health for workers. Find 
out how dust makes money from 
Pangborn Corp. 


Circle No. 5 on reader service card 


Safe elevators are those equipped with 
Lucas Safety Clamps. Literature of- 
fered shows how they work. 

Circle No. 20 on reader service card 


4 new styles of safety shoes have been 
introduced by Thom McAn. They 
really are smart looking footwea: 
too. 

Circle No. 8 on reader service card 


Hot or cold—whatever the tempera- 
ture of the material to be handled, 
Columbus Glove Co. has a_ hand 
protector for the job. 

Circle No. 23 on reader service card 


Fumes are out when confined work 
areas are ventilated with the new 
Coppus design C exhauster. Get full 
facts. 

Circle No. 38 on reader service card 
Faster, safer loading from dock to 
truck is possible with a Christensen 
transfer plate. Ask for details on 
safe loading. 

Circle No. 30 on reader service card 
Shoes are necessary safety items for 
ladders as well as feet. Don’t let 
your ladders go barefoot: send for 
facts from Rose Mfg. Co. 


Circle No. 36 on reader service card 


Right height for the job at hand is 
important if you want to prevent 
falls. Baker-Roos, Inc. will tell how 
to reach it safely. 

Circle No. 24 on reader service card 
It’s not too early to prepare for warm- 
weather worker comfort and pro- 
tection. Get a free sample of Gen- 
eral Bandages’ sweatband. 


Circle No. 40 on reader service card. 


Specialized rubber footwear has been 
developed by U. S. Rubber for many 
jobs. Data shows how it helps, 
where to use it. 


Circle No. 16 on reader service card 


Automatic collection and disposal of 
hazardous dust and fumes is yours 
with Schmieg Centri-Merge. There’s 
a unit to help you. 


Circle No. 26 on reader service card 


Continued on page 52 
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FOR SAFETY’S SAKE! 
LADUBY FLUR-O-LAMP DISPOSAL 


TIME OFF FOR SCRATCHING? 





) 


an efficient 
worker 














a scratching 
worker 


1S NOT 

Skin irritations are frequently 
the cause of slow-downs and 
absenteeism among plant work- 
ers. TARBONIS has a long 
record in hundreds of plants 
for overcoming and guarding 
against the recurrence of skin 
irritations. 


BURNED-OUT FLUORESCENT LAMPS === 
PRESENT A HAZARDOUS NUISANCE— 
LADUBY FLUR-O-LAMP DISPOSAL 


e@ Grinds lamps to tiny pieces under water 
safely, quickly and economically. 

@ Disposes of 100 lamps in less than 10 
minutes. 

@ Perforated basket collects refuse. 
dumped into any waste can. 

@ Operates on about 71 gallons of water and 
110 volts. 

@ Takes up little floor space. 

@ Portable, can be mounted on small hand 
truck. 

@ Standard unit equipped with 115V. 60 cycle 
V4 h.p. motor. 

@ Shipping weight 75 Ibs. 


LADUBY (FLUR-O-LOCK) CO., INC. 


P.O. BOX 1123 NEW HAVEN 5, CONN. 


Tarbonis 


is available in 
1-lb. and 6-Ib. jars. 


Can be 


COMMON 
SKIN IRRITANTS 


Cutting Oils 
Chrome Dyes 
Sodium Bichromates 
Lime 

Metal Dust 

Urea and Phenol 
Plastic Compounds 
Naphtha 
Detergents 


rr 
THE TARBONIS COMPANY, Dept. OH 


Write today 
4300 EUCLID AVE., CLEVELAND 3, OHIO 


for detailed 
information. | PLEASE SEND ME A SAMPLE OF TARBONIS. 


COMPANY 





ADDRESS. 











BY. 





| CITY 
| - 
| 





Circle No. 27 on reader service card for more information. Circle No. 28 on reader service card for more information. 








REVOLUTIONARY! 3.02 etter” 


NEUTRA-FOAM is not a soap. It is one of the new, NEUTRA-FOAM does not leave a lingering, disa- 





mild, non-alkaline, synthetic skin detergents. Chemi- 
cally it is a combination of an Alkanolamine Salt of 
the Sulfuric Ester of Technical n-Dodecanol, an 
emollient and water. This neutral skin cleanser has 
several outstanding features that are of particular 
interest to all concerned with proper skin mainten- 
ance. 
e 


NEUTRA-FOAM from a dermatological standpoint, 


is a worthy companion product to the long estab- 
lished and proved Sulfated Vegetable Oil type skin 
cleansers such as Stepan pH 6 Skin Cleanser. It is 
truly neutral, having a maximum pH of 7.2. 

a 
NEUTRA-FOAM contains no free alkali and will 
not hydrolyze. Its regular use tends to promote a 
healthy skin condition. 

a 
NEUTRA-FOAM is a bright green colored liquid 
having a viscosity slightly heavier than cream. It has 
an excellent cloud point and can be shipped to any 
part of the country any time of the year. This clean- 
ser can be frozen solid, but will come back clear 
without precipitation or separation by simply letting 
stand at normal room temperature. 


STEPAN CHEMICAL CoO. 


greeable soapy odor on the skin. 
a 

NEUTRA-FOAM is economical because it is ship- 
ped in the form of a concentrate. It should be diluted 
at least equal parts with water before using, that is, 
one gallon Neutra-Foam makes two gallons finished 
skin cleanser. Neutra-Foam is priced competitively 
to liquid soaps and is more economical to use than 
most bar, paste or powdered soaps. 

COMPARE voniinmeina ON A PERFORMANCE 


Yo. 


Made under one or more of the following U. S. 
Patents: 1,968,793 to 7 inclusive, 2,026,816, 2,046,242, 
2,256,877, 2,264,737, 1,993,431. 


Samples and Literature Available at 


Guardian Safety Equipment Company 
Booth No. 112 
Greater New York Safety Show 





1353 North Branch St. 
Chicago 22, Illinois 





Circle No. 29 on reader service card for more information. 
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WHEN NOT 
IN USE FITS 


FLUSH IN FLOOR 








45000 * 

















STANDARD RISE 14 
FORWARD THRUST 
SPECIAL SIZES, THRUST, 
OR RISE MADE TO YOUR 
SPECIFICATIONS 


WRITE FOR DETAILS 





LOADING 
PLATFORM 





Wm. Christensen Co. Inc. 
Dept. OH-1 York, Penna. 


Circle No. 30 on reader service card for more information. 
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FREE! 


Bulletin 
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¢ DEPT. 0-3 *« 5100 N. RAVENSWOOD AVE, « CHICACO 40, ILL. + 
Circle No. 31 on reader service card for more information. 














there’s proof in production with. . . 








Model 4703 — Full Neoprene coated, knit 


wrist style used in all types of general 


industry. Liquid proof, curved fingers, of two very important benefits—ease of handling and protection. And both these 
no seams on working surface. vital benefits have been proven before the gloves leave the factory by Hood's 


famous “on the job” testing in many industries. 


Shown here are just two of the many models available for your employees what- 


ever your business may be... models that reflect the enviable reputation that 
Model 7701— Fully Neoprene coated with Hood has built in more than 50 years. Investigate the advantages of Hood gloves 


(4) cuff for use where dipping opera- 
tions, spray or splash are not too high. 


Yes, employee’s hands in Hood Industrial Work gloves are sure 


today and you will soon see why experienced personnel in all industries “put on 
a pair of Hood gloves” when they want more efficiency, longer wear, extra com- 
fort, important economy and more protection. 





| ¢ 


> Vi 














aa 


-He0D— 
HOOD RUBBER CO. Watertown, Mass. 


Circle No. 32 on reader service card for more information. 
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Write today for the colorful new tore 

catalog showing the entire Hood line. Write 
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vw PRODUCT 


LADIES’ CAP—A hat for milady in industry that hasn’t 
overlooked a point in the way of safety is announced by 
the Safety Division 
of Boyer-Campbell 
Co. Known as the 
Ray-ve, the becom- 
ing bonnet is made 
of a washable blue 
taffeta. Women 
wearing the feath- 
er - weight cap 
avoid scalp perspir- 
ation which tends 
to oily hair and 
itchy scalp — main 
objections to hats of heavier material. Ray-ve’s design 
and construction is such that there is no inclination to 
tuft the hair in front, and the snood is adjustable to 
accommodate any amount of curls. Once adjusted to 
the wearer, it requires no further attention. Its attrac- 
tive appearance makes selling safety equipment an 
easy task to women who are fussy about their charm 


at work. 
Circle No. 101 on reader service card for more information. 


SUCTION CLEANER—Capable of handling all plant 
cleaning chores from rug shampooing in executive of- 
fices to scraping 
boiler fire tubes, 
the Super Suction 
line of industrial 
cleaners are versa- 
tile housekeeping 
aids. The wheeled 
units are handily 
portable, following 
the operator and 
making even 
heavy-duty clean- 
ing a one-man task. 
Super-Suction models pick up metal shavings and 
chips for easy reclamation, can be applied equally well 
on wet or dry surfaces. For wet pick-up, the fire-proof 
bag is removed from the metal container. Attachments 
make all units effective vacuum or blower-type clean- 
ers, capable of reaching every nook and cranny. They 
draw no more current than a flat iron and can be plug- 
ged into any lighting circuit wall outlet. 


Circle No. 102 on reader service card for more information 





... With 
KENNEDY 
INDUSTRIAL 
APRONS 


Made finer for 
serviceability 
and wear of 

the best in 
clear, pliable 
“Vinylite” 
plastic. Offers 
excellent pro- 
tection from 
oils, acids, 
water and 
abrasives. The 
ideal low cost 
industrial 
apron for the 
many shop and 
laboratory jobs 
Kennedy aprons also wherein better 
available in cloth, protection 
leather, asbestos, rub- from corrosive 
ber and Neoprene— materials is 
for all industrial uses. needed. 


Write Dept. OH for Full Information 
On All Apron Styles and Materials. 


V. E. KENNEDY CO. 


3735 NORTH 35TH STREET 
MILWAUKEE 16, WISCONSIN 





Circle No. 33 on reader service card. 


INDIVIDUAL 


CUTTING OIL 


SANITATION 


For Your Plant! 


Here’s how to prevent costly coolant spoilage and 
eliminate foul odors: ask your DOLGE Service Man 
to take samples of your coolant for free bacteriolog- 
ical and chemical analysis. A complete laboratory 
report will show the correct coolant handling method 
for your particular operation. 

Only if tests warrant it will a DOLGE STERIDOL 
GERMICIDE be recommended—a “tailor-made” pre- 
paration to meet your exact needs. Used as directed 
it will not irritate the skin or corrode metals. The 
cost?—Far less than a cent per gallon of coolant! 


Write for Booklet “Cutting Oil Sanitation”. 


STERIDOL 


epentahle 





WESTPORT, CONNECTICUT 


Circle No. 34 on reader service card for more information. 











NEW PRODUCTS 


continued 


SPARK-PROOF FLOORING — Condu- 
rock, a ready - mixed, electrically 
conductive floor resurfacer which 
was specially formulated during the 
last war to reduce explosion hazards 
due to static electricity, is again be- 
ing produced and is ready for imme- 
diate shipment by Rock-Tred Cor- 
poration. 


Company officials describe Con- 
durock as a factory-prepared, heavy- 


duty, spark-proof, conductive resur- 
face that may be applied over con- 
crete, metal, brick, wood or com- 
position floors. It is claimed that 
many installations during the last 
war have proved it to be an effec- 
tive preventive against explosions 
caused by static electricity in labo- 
ratories and plants where black 
powder, igniter composition, tracer 
mixtures, mercury fulminate, lead 
azide, tetrol and other like materials 
are handled or processed. Condu- 
rock is packed in 30 gallon drums 
only. 


Circle No. 103 on reader service card. 





Jackson Gas Welding Headrest Goggles W-50 > 








8 oz. of 
Prevention 


First, in making these goggles, came Safety: pro- 
tection against injurious light rays from front and 
sides . . . and against flying particles; easy adjust- 
ment for proper fit, in roggles and in headrest. 


Comfort came next. Properly adjusted, they bear 
gently against the face. Weight is evenly distributed 
about the head. One hand, a few seconds, and they 
are raised or lowered. Lightness too makes for com- 
fort. At eight ounces, these headrest goggles are 
the lightest of their kind on the market. 


For Gas Welding, Cutting and Brazing, with lenses in F.S. shades 
3 thru 6; types W-50, LTB-50 and BX with headrests, type 
WR-50 with elastic band. 


For Chipping and Grinding, with clear, hardened lenses: type 
G-50 with headrest, type GR-50 with elastic band. 


For Flash Welding and Metal Pouring, with visors in light, 
medium and dark green, .020” thick, 4", 6”, and 8” deep: type 
J-1 shield with headrest, type C shield with elastic band in back. 


For Resistance Welding, Metal Finishing, Woodworking, etc., 
with visors of clear plastic .020”, .030”, and .040” thick, 4”, 6”, 
and 8” deep: type J-1 shield with headrest, type C shield with 


elastic band in back. 
JACKSON PRODUCTS 
WARREN e MICHIGAN 


Sold through Dealers Everywhere 








L78-50 








GR-50 





Circle No. 35 on reader service card for more information, 











WALL CLEANER—No more streakir g 
dripping and dirty clothes when yu 
clean walls, says Quaker Mainten- 
ance Co. Replace these housekee;» 
ing headaches with Wallmaster, a 
machine designed to wash, rinse 








and dry all types of interior wall 
surfaces. Special cleaner and rinse 
water are pressure-fed into large, 
light-weight trowels which are cov- 
ered with terry cloth pads. The 
machine is entirely mechanical and 
uses no electricity. By adding an 
exclusive new _ attachment, the 
Handeasy, the Wallmaster can be 
used to clean even rough, uneven 
surfaces: corrugated metal, window 
trim, pipe risers and brick walls can 
be mechanically scrubbed with the 
device. 


Circle No. 104 on reader service card. 


SAFETY HANDTRUCK—A new hand 
truck is announced by Melooz Mfg. 
Co. that is designed specifically for 
use by women, older workers and 
unskilled personnel. With the De- 


fender neither physical strength nor 


balancing skill is required to handle FF 
loads weighing up to 400 pounds. ff 
The load is overbalanced by foot- f 
operated leverage and is then sup- i Holt 1 


ported by a third wheel. To make ff 


it even easier, special metal pallets 
are available on which loads can be 


stacked: the nose of the truck fits 


into the pallet slot for simplified 
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loading. The tripod support and tested and sealed electrical appara- accommodates one person in a cot 
third wheel can be folded out of the tus. All moving outside parts are and one suspended patient, and a 
way for storage or for use as a con- built to eliminate external sparks 
ventional two-wheel truck. from static. Thick enclosures pre- 
Circle No. 105 on reader service card vent all possibility of explosion. 
Circle No. 107 on reader service card. 


GOGGLE PADDING MASK — Willson 
Products, Inc. announces a new 
molded rubber, detachable padding 
mask for their heavy-duty cover-all 
goggles, which assures an extra tight 


INDUSTRIAL AMBULANCE—The new 
line of Ford industrial ambulances 
has been announced by The Shop of 
Siebert, Inc. The line comprises an Siebert-Leeds Aristocrat model. The 
extra-roomy stock ambulance to ac- utility model is an all-steel unit 
commodate four reclining patients, built for rough roads, hard service 
a utility model (illustrated) which Continued on next page 








REASONS WHY 


Safe-Hi Ladder shoes are 
safe on any type of surface 


fit for better protection in welding, 
chipping, heavy dust and acid oper- 
ations. The padding mask is attach- 
ed to the goggles by means of a 
beaded molding which slips easily 
over the eyecup rims. It is replace- 
able and can be changed without 
tools. Previously, masks had to be 
sewn to the goggle. Available with 
Willson goggles or separately, the 
soft rubber pad assures a snug, com- 
fortable fit for all shapes of faces. 
Circle No. 106 on reader service card. 


FLOOR MACHINE—A new, explo- 
sion-proof, all-purpose floor ma- 


chine has been developed by Holt ; 
Cord in the tread holds on wet, 


oily or soapy floors where rubber 
alone would slip. 


Rubber in the tread holds on dry 
floors, cord alone would slip. 


Straight ridges across the line of 
slippage cut through any slippery 
substance...grip the surface. 


Self-sharpening spike holds firm- 
ly on snow or ice. 


To prevent ladder slipping accidents specify 
SAFE-HI LADDER SHOES 


See your safety dealer or write 


| Mfg. Co. Called the Holt Explosion- 
§ Proof Commander, it is designed to 
— safely maintain floors in powder 


§ factories, atomic research plants, oil 
refineries—wherever positive safety | PIMSGUMs ROSE MFG. CO. 


§ provisions are required. Like other 1731 Arapahoe St. Denver, Colo. 
Holt models, the Commander does 
,{} a fast, economical job of sanding, e SAFETY BELTS « LADDER SHOES 
s # Waxing, polishing, scrubbing, wire- * POLE GRIPS « WALL GRIPS » CHISEL GRIPS 














— brushing or steel-wooling floors. 
® Vapor proof, spark proof and shock 
m proof, the machine features safety- 


PRODUCTS + LIFELINES & LANYARDS 











Circle No. 36 on reader service card for more information. 
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(standard abrasive wheel test) 


Surely 


SURESEAL 
SYNTHETIC RUBBER 


industrial gloves 
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much lower glove costs. 


3) f-9 
Ly, 


SEPT RA i 


sion resistance, 


chemical resistance, 
or standard synthetics. 


Gloves, or write direct. 


V—s DEPT. O 


CARROLLTON, OHIO 


THE 





Circle No. 37 on reader service card for more information. 


TIMES HIGHER ABRASION RESISTANCE 





Sureseal Synthetic’s higher snag and chemical 
resistance means safer, longer-wearing gloves— 


Standard tests show that Sureseal Gloves are ' 
miles ahead on all counts—besides higher abra- 
Sureseal Synthetic Rubber has 
much _ higher 
than either natural rubber 


4 times higher snag resistance, 


Get more hand protection for less money in your 
plant—ask your distributor about Surety Sureseal 


NEW PRODUCTS 

continued 
and operation in limited space. It is 
the lowest price full-size ambulances 
ever built. 


Circle No. 108 on reader service card. 


FILTER MASK—Weighing less than 
1% ounce, the Martindale protectiv: 


mask is made of soft rolled alum- 
inum, so pliable that it is easily bent 
over the 


to fit closely nose and 

















PLACE HEAD- 
, BAND WELL 
UP AROUND 
HEAD TO KEEP 
FROM SLIP 
PING DOWN 


PRESS NOSE 
TABS IN CLOSE 
AGAINST FACE 
TO HOLD PAD 
AGAINST THE 
NOSTRILS 


aa N 


mouth. Filter pads are non-absorb- 
ent cotton web with outer layers of 
sanitary cotton gauze. Since only 
clean cotton comes in contact with 
the worker’s face, all skin irritation 
is avoided. The mask is not intend- 
ed to protect against vapors and 
gases or toxic dusts. 
Circle No. 109 on reader service card. 
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PRESS EDGES 
sm OF FACE PLATE 


DOWN TO FIT 
FACE SNUGLY 












Ventilate 
CONFINED Places 
with 
Vano Design “‘C’’ 
Ventilator-Exhauster 


Ideal for withdrawing welding 
fumes from confined places or 
directly from the welding rod. Pro- 
vides greater safety, greater comfort 
for workers... leads to greater 
work efficiency. Can be furnished 
with 8” suction inlet to which 8” 
non-collapsible suction tubing may 
be attached... or provided with 
multiple inlet nozzles for 5’’, 4’ and 
3”’ suction hose. 

Other types are also available for 
supplying fresh air to men working 
in confined places, such as tanks, 
manholes, drums, boilers and ship- 
holds. 

For full details on Coppus Vano 
Design ‘“‘C’’ Ventilator-Exhauster 
write COPPUS ENGINEERING 
CORPORATION,303 Park Avenue, 
Worcester 2, Mass. 





WELDING FUMES ore here removed 
by this Vano Ventilator-Exhauster. 

















FUMES FROM A REACTOR KETTLE 
are here withdrawn by tripod-mounted 
Vano Ventilator-Exhcuster. Note non- 
collapsible suction tubing and discharge 
tubing. 








Circle No. 38 on reader service card for more information. 
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Thoroughly cleans glass or plastic eyewear without 





Eliminates FOGGING and STEAMING 
of Eyeglasses and Goggles — Glass or Plastic — 






lens Treated Lens Untreated 


Easily applied, 
K-LENS-M Anti-Fogging 
Liquid forms an invisible 
coating that resists formation of fog or moisture on lens surfaces... 
brings clear vision to eyeglass wearers under severe conditions of 
hot steaming vapors, freezing temperatures, humid summer heat, or 
body perspiration . . . overcomes hazards of fogged goggles. . . 
increases worker efficiency and safety. 
Dispenser Cabinet 


LENS: Modern Liquid LENS 
KLENSM Lone Gleaner for KLENS'M With Anti-Fogging Station 
COMPLETE LENS CLEANING UNIT 


Glass or Plastic 

Wolds large bottle of K-LENS-M Lens Cleaner, Dispenses 
Tissues, one at a time: has Disposal Space for used 
Tissues, Attachment holds a bottle of K-LENS M Anti- 
Fogging Liquid. All-metal, Baked Enamel Finish. Built- ia 
Lock. Compact size for plant and office 


scratching, streaking, or leaving a 
film. Does the job faster, at lower 
cost. Used in hundreds 
of plants. In Cabinet 
Bottles, Pints, and 
Gallons. Bed 
Remember 
K-LENS-M 
for ik 
Clear 


Vision ae 


rue WILKINS co. 


INCORPORATE © 


CORTLAND 3, N.Y. Easy to INSTALL — USE — * SERVICE 
BOOTH 57, GREATER N. Y. SAFETY EXHIBIT 


Circle No. 39 on reader service card for more information. 









OCCUPATIONAL HAZARDS 








it 


Kanse 
State 
Okla. 
Muni 
Pittsb 
nual 
I Confe 
liam 
| Niaga 
Weste 
Fence 
4 Hotel 
| New 
feren 
| Socie 
Bethle 
stern 
Bence. 
; Baltim 
land | 
feren 
Baltiz 
© Syrace 
® York 
= tion, 
j 
» Winst 
annus 
Indus 
» Robe! 


o> tas 





agai 
grinc 


JUN 
930 


phe are rear 


ARC 










future Safety Meetings 





Konsas City: April 19 to 21. Central 
States (Mo., IIl., Ia., Neb., Kan, 
Okla., Ark.) Safety Congress, at the 
Municipal Auditorium. 





It 1S 
ance 






e § Pittsburgh: April 23 to 26. 26th An- 

Snual Western Pennsylvania Safety 
than f Conference and Exhibit, at the Wil- 
tive Bliam Penn Hotel. 


jum- ) Niagara Falls: April 25 and 26. 11th 

bent Western New York Safety Confer- 

and Bence (no exhibits this year), at the 

} Hotel Niagara. 

New Haven: April 26. Annual con- 

ference of the Connecticut Safety 

) Society. 

| Bethlehem: May 9. 24th annual Eas- 

tern Pennsylvania Safety Confer- 

Bence. 

Baltimore: May 10 and 11: 1951 Mary- 

jland State-Wide Safety-Health Con- 

Nference and Exhibit, at the Lord 

Baltimore Hotel. 

Syracuse: May 14 to 16. Central New 
_ York Safety Conference and Exposi- 

rs Of Mtion, at Hotel Syracuse. 

cond © Winston-Salem: May 16 to 18. 21st 

tion annual North Carolina Statewide 

“aiih.. Industrial Safety Conference, at the 

aia i Robert E. Lee Hotel. 
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WITH THIS NEW 


ELECTRO-LOCK 
SAFETY SHIELD 


Another Junkin device that actually 
ENFORCES safety, because grinder 


: 
f 
‘ 


can't operate until shield 
is in position, Write to- 
day for our new booklet 
which gives full details 
of this latest protection 

against the dangers of 

grinder operation. 











JUNKIN SAFETY APPLIANCE CO., INC. 
930 W. HILL ST. LOUISVILLE, KENTUCKY 





¢ 
Circle No. 41 on reader service card. 
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BEAT THE HEAT! 


E-X-P-A-N-D-E-D 


SWEATBANDS 
ONY 2iled 


EACH 





FEATHER-LIGHT— You feel only soft cool, 
comfort! 

*E-X-P-A-N-D-E-D COTTON — Cotton. 
backed gauze expanded to 8 times nor- 
mal thickness! 

FOUR-LAYER FOLD—Extra absorbent 
capacity! 

NO METAL—Only pure cotton and cot- 
ton-covered elastic. No rusting, chafing, 
no discomfort. 


COTTON* 


Soinexpensive, they can be used and thrownaway... 
So strong, they can be rinsed and used repeatedly! 


Here’stheanswertoperspiration...super- 
soft, super-absorbent E-X-P-A-N-D-E-D 
COTTON SWEATBANDS. Real com- 
fort for those hot-spot jobs ...a better 
band at a Jower price. 

Perfectly designed. No metal parts to 
rust or chafe, cotton-covered elastic holds 
band firmly but you can’t even feel it. 
Get E-X-P-A-N-D-E-D COTTON 
SWEATBANDS from your regular dealer 
in safety or first aid supplies. Write us 
for free sample today. 


GENERAL BANDAGES, INC., Chicago 5 


Makers of GAUZTEX—The bandage that sticks to itself 


Circle No. 40 on reader service card for more information. 
































YOU CAN TELL AT A GLANCE 
WITH 


QUIK-LABEL PIPE MARKERS 


Identify every pipe in your plant quickly 
and inexpensively with Brady Pipe Markers. 
They give you a uniform system of identifi- 
catiom based on ASA Standard Al3. Anyone 
can apply and everyone can identify the 
pipe contents and direction of flow. Cut 
maintenance time. Make your plant a safer 
place to work. Over 235 different markers 
in stock. Specials made to order. 
QUIK-LABELS come on handy dis- 
penser cards. They are printed in large 
black letters on approved ASA back- 
ground colors. Applied in a jiffy—they 
stick without moistening. Use indoors 

or outdoors. Cost only a few cents per 
marker. 





WRITE FOR 
Free 

SAMPLES 
AND 

USEFUL 


CATALOG 


DISTRIBUTORS IN OVER 125 PRINCIPAL CITIES 





can 








MANUFACTURERS OF SELF-STICKING PRODUCTS 











- 1628 E. SPRING STREET @ CHIPPEWA FALLS, WIS 
Circle No. 42 on reader service card for more information. 




















RADIATION PRIMER 







































Continued from page 24 POSITIVE Property PROTECTION 
—and at lower cost! 
colored panels, from which the slides 
were made, were included for talk- Illustrated folder shows how to get -* 
ing to small groups or for presenta- POSITIVE WATCHMAN 
tion of the material right out on the PROTECTION 
plant floor. - 
The colored slides proved to be 
excellent attention holders. Text , 
| d f material and illustrations were care- =— 
Is your plant prepared tor fully analyzed to keep the idea FIRE 
SUDDEN INJURIES? simple and maintain audience in- THEFT 
13,100 workers were fatally injured in wereee. Oak Ridge staff artist Glenn SABOTAGE 
1949. Williams tied the confusing subject and how to 
1,785,000 workers were non-fatally| *© familiar objects: the reproduc- REDUCE WANT 
injured during the same year. COL- tions of some of the slides (see cuts) Insurance Rates Throw 
LAPSI-COT, the revolutionary new] show how effective this approach pig Cor 
development in collapsible stretchers, - The easily-in- P., 
can be. stalled CHI- d 
can be used... T h . l h CAGO Watch- hoo Ss 
. at strategic plant locations echnica terms were thrown out clock System is Befor« 
minimizing time involved in of the narration. Electrons, alpha, we ae the sheet 
getting workers to medical beta, neutrons: none of these words pete Ah THE 
stations... ha UNDERWRITERS’ 
as ed. q - 
. in plant courtesy cars . . . oe ay e Bie — aang unos pon o> Sys yea 
. for removing workers from nical word usec was <-fey; an FACTORY Y MU- 
hazardous conditions where since all employees are regularly TUALS LABORA. Ath jor FREE 
close quarters require the ut- x-rayed as part of the health pro- pe ey tanger 
most in stretcher maneuverabil- gram, this term is generally under- worker. A durable sys- 
ity . stood tem that quickly repays 
Now, more than ever, with the threat of . I ‘th , t th >< pts gta ‘ 
atomic warfare, it will pay you to investigate n e€ir report on e program, Write for FREE FOLDER ™ 
Cor. vou ae pm aos a gg authors F. L. Brannigan and E. J. —need > 
Hinkamp. Kehoe say that excellent results 
. have been ine . 
TEC Industries, inc. obtai d from the pro | Geile \cle) WATCHCLOCK 
(lecnsily: Geiatiinaea Ais Catlipeny) gram. Many supervisors have com- Div. Great Lakes Industries, Inc 
2018 WEST NORTH AVENUE mented on the fact that willing co- 1535 S$. WABASH AVE., CHICAGO 5, ILLINOIS DON’T 
CHICAGO 47, ILLINOIS operation has replaced fright and healtk 
Givcle No. @ ch vealler service ard. grudging obedience. Circle No. 44 on reader service card. chapp 
electr 
\ New Heavy-Duty § fur 
es applic 
5 built-in [rroweca | 
advantages found ST ‘AN NZOIL 
only in... 
BLACK NEOPRENE 
BLAW-KNOX * de 
a Exclusive PIONEER oo — 
Non-Slip Grip No inside seam to 
Holds wet things wear through SAFE 
\\ . as if dry. quickly. Stam] 
Curved Fingers <— = be 
BLAW-KNOX DIVISION poy Heavy Black 7 
and efficiency. Neoprene uses, 
OF BLAW-KNOX COMPANY Coating S straig 
2109 Farmers Bank Bldg., Desttnx Pates Liquid resistant, 
durable. 





/ Rigid one-piece construction—easy to install. 


2 Maximum open area for light and air. 


 @ Pittsburgh 22, Pa. Design 


Offices in Principal Cities 











Prevents wear 
from bunching. 


<— 


Glove is full 
weight 8 oz. 
canton flannel 
Comfort, long 
wear. 


lice” 


Those six fea- 
tures mean far 
more glove 
service for your 
money. Heavy- 


3S Easy to paint—all surfaces accessible. Duty STANZOILS not only wear and wear on heavy- 


G Non-slip Twisted Cross-Bar. 


5 Self-cleaning—no sharp corners to clog. 


duty jobs, but give real hand protection, extra resistance 
to oils and acids. And they enable workers to do more ' MORE 
work with less effort. Write today for in- 







formationand prices onthis line of Heavy- : a 
, — Duty STANZOIL DuPont neoprene 
law- ; All! : y Pp 
Blaw-Knoz Grating Has Them All! coated canvas gloves. The Pioneer Rubber such 
Company, 638 Tiffin Road, Willard, Ohio. ances 


WRITE FOR BULLETIN 2365 





r * ere 
Fig ge eA OA over 30 Yedrs of QuaLitTY GLOVE MAKING “fONELS acces 





Circle No. 45 on reader service card. Circle No. 46 on reader service card for more information. 
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Product Information 








STICKY SUMMER HEAT isn’t far away now, and planning to 
combat its harmful effects should get underway soon. An 
aid to your anti-heat campaign is Emerson Electric’s new fan 
catalog: 32 colorful pages of cooling information. It includes 
specs on all models from 10” desk jobs to 48” exhaust fans 
plus valuable application and installation data. 


Circle No. 110 on reader service card for more information. 


WANT TO BRUSH UP on the ABC’s of dust control? Industrial Dust Control 
Through Exhaust Systems, a new book by W. O. Vedder of the Pangborn 
Corp., is required reading if you do. Liberally illustrated, the book covers 
hoods and piping systems, collecting equipment and exhausters and drives. 
Before you make any installations, you’ll do well to look over the problem 
sheet included. Handy maintenance routine is given too. 

Circle No. 111 on reader service card for more information. 


BRIGHTENING UP work areas with fluorescent lamps will go a 
long way towards cutting accidents due to faulty vision and 
will boost production and morale at the same time. For help- 
ful data on how to accomplish better lighting, take a look at 
Bulletin MF, just published by Benjamin Electric Mfg. Co. It 
shows and describes all styles of fluorescent fixtures for just 
about every possible need. Complete specs included. 
Circle No. 112 on reader service card for more information. 


DON’T UNDERESTIMATE the importance of little things in protecting worker 
health. Little things like drying hands thoroughly, for instance, to prevent 
chapping and dermatitis. One sure way to get them good and dry is with 
electric dryers. A new, illustrated brochure is offered by Chicago Hardware 
Foundry to show all models of Sani-Dri Dryers. It gives info on some added 
applications too: industrial dryers can protect goggles, boots, etc. 

Circle No. 113 on reader service card for more information. 


HANDS ARE FREE for the job when workers don’t have to hold 
the level in place for set-up and maintenance work. That’s 
why the new Magno Level offers an important safety feature: 
just slap it on any metal surface and it adheres magnetically. 
A fully illustrated brochure is free, showing how it works. 


Circle No. 114 on reader service card for more information. 


SAFE STAMPING equipment will save a lot of fingers. Mecco Safety Steel 
Stamps are designed with just this in mind, and are constructed for fast use, 
as well. A new four-page bulletin, available from M. E. Cunningham Co. 
gives complete data on the full line. It contains stamps for all industrial 
} uses, including: lettering and figures for heavy and light duty marking; 
) straight lines; curved lines; concave or convex marking; end cuts, etc. 


Circle No. 115 on reader service card for more information. 


DON’T NEED Breathing Equipment? You may think you don’t 
until you see the eight actual case histories contained in a new 
booklet. It’s published by Scott Aviation Corp. to show how 
proper breathing equipment saves men and man-hours in 
maintenance and production. 

Circle No. 116 on reader service card for more information 


| MORE AND MORE PLANTS are finding applications for radioactive isotopes, 
and, therefore, a need for protective equipment specially designed to safe- 
| guard workers against their ‘hazards. You’ll find a complete selection of 
such equipment in an eight-page booklet published by Mine Safety Appli- 
ances Co. Included are such needs as: air sampling equipment, ventilation 
accessories, protective clothing, respiratory protective equipment. 

Circle No. 117 on reader service card for more information. 
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STATIONARY SYSTEMS 
\N SIZES FROM 
5 to 100 HP. 


For your campaign against dust 
that is hazardous to health or damages 
production, Hoffman offers a broad selec- 
tion of vacuum cleaning equipment with 
a type and size exactly right for your 
cleaning problem. Heavy-duty portables in 
142,3,5 and 7% horsepower models, plusa 
5 HP. model powered by gasoline engine. 
For these, or the wide range of stationary 
systems, your Hoffman representative can 
furnish exact recommendations. 


EW!» 


HoFFCO-VAC 


ates 35° -ft. 


r 
- Hose 


Le ngth of 


Industry’s first BIG little vacuum 
cleaner! Built for heavy-duty, continuous 
service. Big in dust storage capacity, suc- 
tion and dust separation, yet compact, 
portable and easy to operate. 


Were For Bucerns! 


HOFFMAN BUILDS 
Multistage Centrifugal 
Blowers and Exhausters 


U. S$. HOFFMAN 


MACHINERY CORPORATION 
Sb oe Oe ee ee eee, 


98 EAST 12TH ST., NEW YORK 3; N. Y. 
CANADIAN PLANT: NEWMARKET, ONT. 


Circle No. 47 on reader service card. 














Af © 1-inch Adhesive Compress 
brings you all these features 


%& OFF-CENTER OPENING . . . with turned-back tabs 
to protect sterile pad when soiled hands open it. 


LONGER...the longest made...3%"... fits 
around and overlaps big knuckles. Won't peel 
up on ends when hands get wet or sweaty! 
NON-RAVEL PAD ... no loose threads in wound 
area... looks neat, stays neat! 

And it’s a /arge six-layer gauze pad, a full %’ 
x 1%”...all gauze, no cotton filler! Get this 
complete protection . . . ask for No. 100A. Write 
for samples. 


Medical Supply Company 


1023-3 W. State St., Rockford, Illinois 


Circle No. 48 on reader service card. 





SERVICES FEATURED IN ADS 


Continued from page 42 


Not a soap, but a safe, efficient skin 
detergent is Neutra-Foam. Sample 
and complete information are yours 
on request. 

Circle No. 29 on reader service card. 
Old floors can be made safe in a 
matter of minutes with Dura-Tred 
patching materials. And at savings 
of up to 90% too. 


Circle No. 50 on reader service card. 


One-third the time to clean your floors 
is the claim made by Finnell Sys- 
tem, Inc. Let them back it up with 
a free demonstration. 


Circle No. 3 on reader service card. 


Every week, you can save $11 per man 
on glove costs if your requirements 
are like those of one Edmont case 
history. 

Circle No. 25 on reader service card. 
Save your socks and your toes too, 
with Lehigh’s new Sock-Saver fea- 
ture. It’s featured in Lehigh dual- 
purpose shoes. 

Circle No. 12 on reader service card. 


Stop lens waste with Tuf-Cote. It 
makes them last 7 to 15 times longer, 
resisting hot sparks. Any lens can 
be treated. 

Circle No. 58 on reader service card. 





WRITE FOR LATEST CATALOG SHOWING 
SAFETY SIGNS FOR ALL PURPOSES 


STANDARD SIGNS, INC. 


3190 E.65™ ST., CLEVELAND 4, O. 
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Circle No. 49 on reader service card. 








OLD FLOORS MADE NEW! 





fl 


IN A MATTER OF MINUTES 









Lay ‘‘OVER-WOOD PLASTIC”’ 
on Wood 





Lay ‘ QUICK-FLOCR” 








BULLETIN 
BOARDS 






Easy Does it! Laid quickly over “beat-up” hardwood, 
plank, wood-block, concrete or metal 


A square foot a minute—start using it right away. It will pack HARD, 
TOUGH and SMOOTH. Give it all the wear and tear the under floor 
will hold. Patch cracks, bad spots, stairs, ramps, loading platforms 
inside and out. Non-skid safety wet or dry. 

SEE FOR YOURSELF. Al! types of firms in every part of the country 
have re-newed floors with DURA-TRED. Look at these floors yourself. 
Question the men who have used them for years. We'll be glad to 
direct you to Dura-Tred floors near you. Write today. You may be 
able to save up to 90% of the cost of re-newing an old floor. 


DURA-TRED COMPANY 


Original Floor Patcher and Surfacer Since 1938 
355 N. Central Park Bivd. Chicago 24, Ill. 















Circle No. 50 on reader service card for more information. 
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SPECIAL 
on concrete, metal BOARDS A cabinet type bulletin 
TO board (4” inside depth) with 
ORDER hinged glass door to protect con- 


tents. Size 28” x 35” x 4”. Modern 
lumiline lighting shines through the top 
opalescent panel and over the entire inner area. 


; Write for Bulletin MA-31 
WUD Safety Equipment for all Industrier 
INDUSTRIAL PRODUCTS COMPANY 


2830 N. FOURTH STREET + PHILADELPHIA 33, PA. 


Circle No. 51 on reader service card for more information. 
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Built for SERVICES FEATURED IN ADS DESIGNED FOR 
Anti-Slip Safety continued | TPS 0a mee bao 


Emergency oxygen is provided easily 
SPERRY / and efficiently with Scott inhalators. 


TOP ‘SIDER a is low—lifesaving value 


Circle No. 21 on reader service card 


You can’t order accidents to stop. 
INDUSTRIAL FOOTWEAR You’ve got to do something to stop 
them. Bausch & Lomb’s complete 

Squeegee slits wipe foot- 

steps dry and safe as you program might be the w ay. 

walk on wet, slippery sur- 

faces. Patented. Circle No. 61 on reader service card 
Wet or dry pick-up for all floor- 
cleaning jobs is provided by the 
Tornado vacuum cleaner. Bulletin 
600-OH gives details. 


Circle No. 55 on reader service card 


KLINGTITE BOOTS Women will love the smart new styles KENNEDY “VICTORY” CAP 


Very flexible—wear them , > i ea, sir 
over your socks, enjoy the that Hy -Test has introduced for their Better protection for all the hair 


to. foot safety, comfort and fashionable all the time because the full, wide, 

safety. Black, 7 to 12. appearance. snood-type back of the new Ken- 
Short, 11.75 Circle No. 4 on reader service card. nedy “Victory’’ cap permits com- 

Storm King, 15.50 / plete coverage. Easy to put on. 

To fit every worker with the best in Adjustable to all head sizes. 11 

eye safety and comfort, CESCO styles to choose from. 

WORK RUBBERS goggles now have 3 separate eye and Write Dept. OH For Complete 

Aes agers. Ho bridge styles. Get details peanesc 


shoes to reduce 


ag =r Circle No. 13 on reader service Card. 


5.85 Keep fingers out of dangerous press V. E. KENNEDY CO. 


areas. How? Littell Safety Feeders 

: enable accurate feeding from 14” 
Sperry Top-Sider back, 

38 Main Street, Beacon Falls, Conn. Circle No. 54 on reader service card 

Circle No. 52 on reader service cara. Circle No. 53 on reader service card. 


3735 NORTH 35TH STREET 
MILWAUKEE 16, WISCONSIN 


Special prices in case lots. At your dealer or write us. 














FINGERS 


must be saved- 


KEEP THEM OUT _ 
OF PRESSES with 


30 Pres-Vacs cost less 
than the average cost of ce u ey m 
only one press accident. 


Operated by For over 30 years, Tornado 
Compressed Air has been used in hundreds of 
industrial plants, hotels, res- 


taurants, hospitals, schools B@ 
SAFETY FEEDERS and other institutions. Tor- 

nado saves time, cuts mainte- 
nance costs, can be operated 


® Blanks are fed from a distance of 14 inches by inexperienced personnel. 


@ Eliminates need of putting fingers under press ram Sturdy, lightweight, gives 
years of trouble-free service. 
» BOOST PRODUCTION 20% TO 100% Quickly adaptable to any 


— Reported by users cleaning chore. Free demon- 
stration—write for name of 


» ELIMINATE DIE BREAKAGE nearest representative. 


— Assures Feeding Blanks One at a Time 


» CUT INSURANCE COSTS FREE! Bulletin 600-OH 


— Fewer Accidents Mean Lower Premiums. 








Littell Pres-Vac Safety Feeders are made in Single and Multiple 


a MACHINE CO. OREWER 


——- AIR DIVISION ‘i izes ite MFG. co 


4171 RAVENSWOOD AVE., CHICAGO 13, ILL. 
District Offices: Detroit and Cleveland — 5100 N. RAVENSWOOD AVE. ~- CHICAGO 40 











Circle No. 54 on reader service card for more information. Circle No. 55 on reader service card for more information. 
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—And 
Sudden Injury 


Accidents like this point to the 


© continuing need for: 


1) Safety instruction on even the 
most fundamental phases of main- 


» tenance work. Maintenance workers 
) are especially susceptible to acci- 


} dents, 


not because they are less 


§ careful than production employees, 
but because they must work in dif- 
» ferent situations and under varying 


conditions on each assignment. Pro- 
duction workers are exposed to the 


S hazards of their particular job and 


» immediate work area: 


Sig ins oie hist 


a mainten- 
ance man’s job changes and his work 
area may be as large as the entire 
plant. Increase attention to safety 
training for maintenance workers. 


2) Ladder safeguards. Non-slip feet 


on all maintenance ladders should 
© be arule. They, plus correct set-up 


s losing the 


» more complicated problem 


practices, will keep the ladder from 
worker. Keeping the 
worker from losing the ladder is a 
: it all re- 


» solves to the first rule of safety— 
) keep your eyes and your mind on 
§ the job. 


afk oan NRR ah Saf ciitine 2 ac agROMEO NE, on 





LEATHER 
RUBBER OR COTTON 


THIS IS WHAT “WASH- RITE” DOES... 


Throw all your dirty, worn leather, rubber or cotton gloves in our 
steel drum. Ship to us. We correctly clean, sterilize, COMPLETELY 
REPAIR, sort, reshape, pair and ship them back to you as serv- 
iceable as new. Depending upon the gloves and their usage, 
gloves are being re-claimed by us 3 to 5 times. We specialize 
only in laboratory controlled re-claiming of rubber, leather and 
cotton gloves, aprons and clothing. Write for literature. 


10 Years of Proven Service 


YOUR GOODS FULLY INSURED ...WORK GUARANTEED 


1412-26 CORNELL AVENUE - INDIANAPOLIS 2, 


INDIANA 


Circle No. 57 on reader service card for more information. 








Protect Your Operators ALL 


WAYS with Searjeant Punch 
Press SAFETY GUARDS 


Sweep type Guard sweeps across feed 
area on downward stroke of ram. 
Once installed nothing need be re- 
moved while making press adjustments 
—complete guard unit swings to one 
side. Available with or without auto- 
matic tally or reset counter. Shield 
for guard arm at no extra cost. Send 
for Bulletin 125. 

Single trip or Non-Repeating Mechan- 
ism (fits in clutch operating rod) 
guards the operator against the vhazard 
of the press en if he fails to 
release the clutch operating rod before 
oa cycle completes. Send for Bulletin 


FITS ANY PRESS e 30 DAYS’ TRIAL 


Searjeant Metal Products, Inc. 
Dept. O Box 101, MENDON. N. Y. 
Circle No. 56 on reader service card. 
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stop lens waste 
with 


TUF-COTE 











Cut your purchasing costs 
to one seventh 


Safety lenses last 7 to 15 times longer 
against weld spatter and grinding 
wheel pitting when TUF-COTE 
treated. TUF-COTE is a microscopic 
layer of glass-like substance that 
resists the high temperature sparks 
that cause pitting. Any glass lens can 
be treated. We can treat your lenses 
or give you any type or brand of lens, 
TUF-COTE treated. We also supply 
treated prescription lenses to order. 
TUF-COTE is clear, optically perfect. 


TUF-COTE may be ordered from Bausch 

& Lomb distributors, American Optical 

Co. branches, and the following firms: 
Georgia 

Southeastern Optical Co., Inc., Atlanta 
Mlinois 

Universal Safety Equipment Co., Chicago 
Indiana 

Midwest Fire & Safety Equipment Co., 

Indianapolis 

Kentucky 

Orr Safety Equipment Co., Louisville 
Michigan 

Argus Supply Co., Detroit 

Averill Equipment Co., Detroit 

Seco Safety Products Co., Detroit 


Continental Safety Equipment, Inc., St. Paul 
Missouri 

Safety Incorporated, St. Louis; Kansas City 
New York 

Safety Optical Service, Rochester 

Watson Co., Buffalo 
Ohio 

Helmerichs Supply Co., Cleveland 

Williams & Co., Inc., Cincinnati; Cleveland; 

Columbus; Toledo 

White Haines Optical Co., Columbus 
Pennsylvania 

Guardian Safety Equipment Co., Philadelphia 

Williams & Co., Inc., Pittsburgh 
Rhode Island 

Welsh Manufacturing Co., Providence 
Tennessee 

Industrial Supply Co., Chattanooga 
Virginia 

Southeastern Optical Co., Inc., Richmond 
Wisconsin 

Louis F. Pagel Co., Milwaukee 
Canada 

Bausch & Lomb Optical Co., Montreal; Toronto 

Industrial Safety Equipment Co., Ltd, 

Etobicoke, Ont. 


WALLACE 


OPTICAL COMPANY - Inc 
1025 Brush Street 
Detroit 26, Michigan 





Circle No. 58 on reader service card for more information 








MWe Donald 
KANISTER KIT 


ON-THE-SPOT-FIRST-AID 


vy MOUNTS ANYWHERE ...in the cab 
of your truck, in outbuildings, on 
posts in construction areas. Keep a 
McDonald Kanister Kit handy at all 
times! 

vy TREAT INJURIES INSTANTLY! Kan- 
ister Kit affords instant first aid— 
prevents dangerous delays in the 
treatment of burns, cuts and other 
injuries. 

yy EASY, SANITARY TO USE...Weath- 
erproof, metal canister opens with 
a twist of the wrist. Complete roll-up 
kit may be held on forearm to pre- 
vent contamination from ground 
and other sources. 

‘° STANDARD ASSORTMENTS AVAILABLE 
of quality first aid materials. Or, 
kit can be filled to your specifi- 
cations. 


Write for bulletin and prices, Today! 


B.F. McDONALD CO. 


Manufacturers & Distributors 


of Industrial Safety 
Equipment 





5721 W. 96TH STREET 
LOS ANCELES 45, CALIFORNIA 
Other Offices in 
io San Francisco and Houston 


Circle No. 59 on reader service card. 
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This Yee" nat 
a million © 


“It's certainly a dark and quiet ni ght,” said 
the unsupervised Watchman of a rubber 
factory. He yawned, closed his eyes —and 
dozed off. 


Thirty minutes later he was engulfed in 
a flaming inferno and barely escaped 
with his life. The Underwriters reported 
“Watchman failure”. 


Unless your Watchman is supervised 
by a DETEX GUARDSMAN Watchclock, you 
may wake up some morning to find your 
own plant a smoking shambles. Because 
report after report proves that a watch- 
man who is not subjected to dependable 
supervision is prone to sleep — and often 
shirks and skips rounds. 


The GUARDSMAN provides an alter-proof 
record on continuous roll tape of your 
Watchman’'s activities — especially on 
those long, dull weekends when nobody 
is around. If you have a sensible regard 
for your plant and property, you will 
investigate the GUARDSMAN without delay. 


Your choice is peace of mind — or pos- 
sible disaster. Which do you want? Send 
for folder today. 








WATCHMENS CLOCKS 


DETEX WATCHCLOCK CORPORATION 
ECO Dept. 0-3 


PATROL 
ALERT 


NEWMAN __ 76 VARICK STREET NEW YORK 13, N.Y 
GUARDSMAN Sales and Service in All Principal Cities 


Circle No. 60 on reader service card. 
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"1 DEMAND THAT THEY HAVE 
NO MORE EVE ACCIDENTS!” 


7 SELL EYE SAFETY TO EMPLOYEES 


Ask your distributor’s representative to 
show you the kit of posters, pay en- 
velope inserts, PA system scripts and 
other material that sells workers force- 
fully on desire to use proper safety 
eyewear. 


SAFETY GLASSES FOR EACH JOB 
A complete range of Bausch & Lomb 
safety eyewear, engineered to meet the 
most rigid tests for each job classifica- 
tion in your plant. 


PROTECTION PLUS CORRECTION 
For at least 50% of your workers pre- 
scription lenses are necessary to work- 
ing efficiency as well as to safety. Your 
B&L distributor offers prompt prescrip- 
tion service on all types of industrial 
eyewear. 


i 


ow 


IDICULOUS, isn’t it? If eye accidents could be 
abolished with no more than a front office edict, industry 
would long ago have attained perfect safety records. 

Experts have long agreed that the only fotal eye safety 
program includes education of workers. 

Let us show you the dramatic series of posters, pamph- 
lets and other material that is an all-important part of 
Bausch & Lomb’s ¢otal eye safety service. Write Bausch & 


Lomb Optical Co., 745-3 St. Paul St., Rochester 2, N. Y. 


a, BAUSCHZG a 


Circle No. 61 on reader service card for more information 









are businessmen 


COLD- 
BLOODED? 











‘ 3 Tae 
Sait. Cet ay Nt 


OF COURSE NOT! Literally, their normal body tem- 
perature is 98.6—same as laborers, engineers or any other group 
of people. And, figuratively, they’re no more, or no less, cold-blooded 
—as a group. 


We all know unreasonable generalizations can be dangerously 
false. Common sense and on-the-job experience show us the value 
of dealing specifically with ideas, problems—and people. 


Let’s not make the big—and costly —mistake, then, of generalize 
ing on religious or racial groups. Adopt and carry out these common 
sense principles: 


1. Accept—or reject—people on their individual worth. 


2. Don’t listen to or spread rumors against a race or a 
religion. 






3. Speak up, wherever we are, against prejudice. Work 
for understanding. 







Published in the public interest by: 





